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the American flag. On the morning of | does it arise from the pecuniary disa- 


hee “em Editorial Visits. north of Eureka we measured a num- oo isa | other Du Chaillu, to tell of tribes, and 
’ en ber, the largest of which was seventeen| moral philosophy. Prof. Perry has} dedication, after prayer by the veteran bility of the churches to sustain it. | landscapes, and beasts, no sdcond ex- 
HUMBOLDT BAY. }and a half feet in diameter, as high | gained distinction as the anthor of the organizer oithe First church of Chica-| Statistics prove that the receipts, upon| plorer has seen. : 


AMSHIP 
S FOR 


& gold basis, have increased but very 
little within the last ten years. In fact, 


go, Chaplain Jeremiah Porter, David 
No attempt to obey the Ten Com- 


clearest exposition of political economy 
Dudley Field unveiled the form of the 


above the ground as was easy for us to 
which has yet appeared. Prof. Sanborn 


the whole region with . 
We remember the who gl reach. One fir tree was fifteen feet in 


pleasure. A fine, beautiful country; |" | 
AS FOLLOWS, lovely in scenery, most home-like in all portions, with its top actually touching | of a widely accepted a pes , “e. tial frailties of human nature: neither 


ural History. In place of the excellent 
Professor Phillips, in the Greek lan- 
day, ocean fogs floating high, yét such | guages; the trustees have been so fortu- 
are real clouds. Up the Eel river, on| nate as to secure the present head of 
our way back by land, we saw the finest] the Boston Latin School, W. R. Dim- 
specimens of these redwood forests.|mock. The chair of Modern Languages 
The flats of that river, as well as the | is created, and one whose physical mis- 
hills, were entirely covered by these| fortunes set in relief his rare culture of 
trees alone, so large, dense, and vigor- ‘mind and heart, has been selected to 
ous in growth, that beneath scarcely | fill it—Charles F. Gibson. Old gradu- 
any undergrowth was seen; thus the| ates will not be surprised to learn that 
bare pillared forest stood up dense|‘‘Old Tat” has at last felt obliged to 
around us, till at a distance, sight was| give up the work of teaching Mathe- 


memory of the twenty-nine soldiers 
whom Williams lostin the war. 
‘We listened also to the thoughtful 
and scholarly address by Prof. W. D. 
Whitney, now Sanscrit Professor at 
Yale, among the very first names of the 
world in the department of Philology. 
He has a face which singularly suggests 
pure intellectuality —a face to be re- 
marked in any crowdofmen. Williams 
numbers him with pride as one of her 
sons. After an hour. and a half of lis- 
tening to his calm, dispassionate flow of 


the skies—though, to tell additional 


d tte 
truth, the clouds were rather low that years immediately preceding the war. j}does any attempt, however suceessful, 


And yet no one doubts that since that ping hy pohca high truths, lift a 
time, our churches have become more}. yey pa essential humanity. It 
able to give. Taking into considera- amusing to watch 
tion the fact that it was unahimously| 1° (Nien Wesground upon which this 
decided at the last meeting, to enter|°“7*Y °% noble learning is. spread out. 
“aia si Two geologists will be found in one 
upon the evangelization of a vast em- Kk 
pire, this failure of support is the more th on fighting ] @ game cocks over a 
surprising. Surely, all interested in| stratification, the truth of 
the progress of this great work should which to the one—its falsity to the 


: : , ther—seems for the time to be th 
bestir themselves, and with all sincerity 
ask, ‘What wilt thou have me to do.” chief vital good. Across the hall are a 


couple of natural philosophers, ready 


its aspects, ever recalling pleasing as- 
sociations of the East by its forest hills, 
its grassy vales, and endless varied wild 
growth. No other portion of our state 
have we visited with more enjoyment. 
It is so singularly cut off from all other 
counties —a little world of its own, 
reached in only two ways: by many 
scores of miles on horseback, over high, 
proken, rugged mountains, or by way 
of the great ocean, whose rough waters, 
in two days, are'sure to give one a 
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Capt. Connor. ouble course of sensations he will not 
+ |e so for years. As we went up on cut off by the solid trunks of these tow- | matics, and his position is taken by Rey.| thought, we were invited to hear a poem | Vm. with clenched fists to mar one another's 
faury. the staunch little steamer, the Del Norte ering trees. For many miles, full twen-|J.M. Anderson. The College deems by Samuel Burnham, of Boston. ert ory visages in defense of o ugnant th 
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shore, were receding back into the 
country, leaving a more level region 
extending before us. The fogs of the 

evening soon came on, and we lay cir- 
ad cling about till morning, when a tug 
for New York and Way boat came out to pilot us over a some- 
| board after 2 P. M. of the times dangerous bar. The ocean was 
i. W. Smith, will be de- calm and we entered easily, passing be- 


eid July 20, 1868, 

Messrs. Eprrors:—The season for the 
annual movement of people from the 
city into the country has again come 
round. Every morning, for a week 
past, the sun has risen hot and fiery, 
and all day long fairly poured its blaz- 
ing heat upon the earth, sending the 


graduate of Yale. | 

Among the most marked additions to 
the buildings here is noticed the Good-. 
rich Hall. Itis of stone, large, beau- 
tiful and well furnished ; indeed, it 
might strike a visitor as the finest edi- 
fice dedicated to College uses, and yet. 
its uses were almost unknown—alto- 


COLD 


“On the contrary, quite the reverse.” 
So says the mercury to the fears of con- 
tinued heat. We are poking autumn 
fires in summer grates, recovering mis- 
sing under-flannels, shedding shoes for 
boots, and shivering in chairs where so 
lately we weltered and panted. A cold 


at the view of them, delighted with the 
scene, we tried at first, here also, to 
measure a few, which proved full six- 
teen feet in diameter; but as we rode 
on it seemed mockery to span their 
great trunks with a tape line, as vast 
numbers around us stood in exact pro- 
portions, towering way up into the sky 


scrimmage over a third and equally 4] 
vital issue in zoology; botany, or some- 
thing of the sort. 

Anon, when the sea is serene, when 
Opinions agree, the beaming faces of 
these loving brethren bring back all 
that David said of the blessedness of 
fraternal unity, and of the ointment on 


tween the ends of two long, low sand 
connecting at Yokohama spits or strips, which formed the shore, overhead, often appearing much larger} gether unknown, as constituting any thermometer up to almost Aa hundred, drizzle is distilled from wet blanket Aaron’s reverend head. 
ination, apply at the Pa- coming in from the north and south than any we had before measured. A| part of the College curriculum, in'the| and making all locomotion wearisome] cjonds. Out of doors the cheerlessness | 
orner'of Sacramento and eicht or ten miles each. Back of these|!umberman, north of Eureka, told us| days of old. It is the gift of Hon. and exhausting. In such a state of} j, complete 
ELDRIDGE, Agent. > fabula that if th 
veal lay the still, quiet, beautiful bay; in- the largest he had known cut down for| Z. Goodrich, for a gymnasium. A son| things it is to be expected that people wwithns? | Haec docet, e best of 
N STEAMSHIP dented ‘th elevated ints of land. | lumber, was twenty-two feet across the| of Rev. Secretary Treat, of the Ameri-| will fly from business, and try to find men are none too good, and the most 
ented Wi The wool-gatherers have been wool-}learned are none too wise the 
N Y.. and stretching away between grassy | Stump, which was, as usual, cut some|can Board, has this gymnasium in| rest and a cooler atmosphere along the ther; loath canla Skea ; y Wee 
] plats, cultivated fields, and more dis- ten feet high to avoid the bulge at the} charge, as Professor of Physiology and| seashore or among the mountains. This, a mng rh a ve se ‘und ‘common people are in no immediate 
ORK ViA PANAMA tant dark forest-covered hills. The| bottom. We inquired the time taken | of the culture of the voice and body. | of course, thins out our audiences on danger of translation; are we? 
x Days, bay is some twenty miles in length, of|for a man to cut down one of these There was the usual flocking on Sab-} the Sabbath and our meetings during hte shes aoe eg Bes _— 
ROth of very varying width, and quite shallow, | steat trees, and were told that often it bath afternoon (July 26th,) to hear the the week. And so religious matters ap je satel foams bes a = _— 
ONTH. so that a large boat can reach the shore required a day anda half. Such trees} President’s Baccalaureate. This series} have come almost to a stand-still. Min- i the interior, come trooping #iéen a¥- Why not in religion as much as in 


isters, too, become wearied with the in- 
cessant demands upon the brain and’ 
heart,.and must find relief from the 
strain in relaxation and rest. This 
makes it necessary to close more or less 
of our churches, and leaves many of 
those who remain in the city, for the 
time being without a religious home. 
Not the least of the evils of this state 
of things is, that it often leaves a large 
community without any provision of 
ministerial care in sickness and death, 
at a season of the year when they are 
often the most needed. If ministers 
would make a special provision in case 
of absence, for this pressing want, 
one of the evils incident to this annual 
religious interlude would cease to be a 
cause of complaint. 


of sermons, printed—as nearly all the 
later discourses for twenty years have 
been, is enough to make the President's 
fame. How clearly, strongly, and with 
what felicity of diction, have some of 
the greater themes of religion, as con- 
nected with the philosophy of man and 
the duties of cultured men, been: set 
forth in these discourses. The subject 
for the present year was, the character- 
istics of a legitimate zeal and the causes 
and modes of possible deviation from it. 
If it lacked somewhat the glow of some 
of the earlier sermons; if one missed in 
it the beauty which presided over others 
from beginning to end; it presented a 
large number of important points, de- 
scribed them with nice discrimination 
and much vigor, and closed with prac- 


are indeed giants of the forest; wonder- 
ful specimens of vegetable growth, and 
when set thick together, as up the Eel 
shiretown of the county, lying about| iver, they present the most wonderful 
the center of the bay on the east side, | Scene of the charecter we ever beheld 
and near the center of the cultivated|/oOr imagined. For four miles, just back 
country. Here no flats lie between of Mr. Dobbyn’s ranch, on the river 
the bay and the high lands, so that the named, we passed through such a for- 
great forests formerly came down to the est, much more wonderful ag the im- 
very edge of the waters. By their re-| Pression made upon the feelings, than 
moval the town found place for its the grove of great Ona trees - Calave- 
building up, of which there is visible|@8 county. The Ona tree is great in 


proof through four-fifths of the back its single ‘ize as in its association with 
portions of the town, in the stumps, tan- | ® few of its kind, but here continuous 


gled brushwood, old logs, and charred | Vast forests of trees, appearing of about 


standing remnants of trees. Buta little the same size with those, till you at- 
farther, and the real, genuine forest tempt to measure them, stretch we 
stands gloriously up in its strength and and around, bestraddling the earth with 
their vast forms, and overshadowing all 


commerce? Is the progress of the gos« 
pel any less subject to the laws of hu- 
man effort than'the progress of trade? 
Is there not a continual command from 
our Lord, fo go forth and teach all na- 
tions, precisely as necessity commands 
the merchant to go forth and open new 
channels for his business? Does not 
the field stand here and there ready for 
the reaper? And is it not vain to ex- 
pect the field to come to the reaper ? 


the Interior provides upon its own soil, Is there a text or a thought in the say- 
the staple manufactures needed by its |!°U%'8 lessons to his disciples that per- 
own people, the East will find its true. mits this? Yet we find christians and 
mission—to care. for its own, and|°bUrehes waiting for things to grow. 
through its ports of entry to supply our They cling to the idea of the mustard 
importers. seed, and the leaven, and hold back 
aan tices those who say, “‘ let us rise and build.” 
I was glad to hear a brother in one of 


at only one point, where the town of 
Eureka is built. This is the principal 
business place of the region and the 


ery quarter, especially from the interior 
of the Interior. And when counsel is 
to be taken, it comes out that the opin- 
ions of the growers, manufacturers and 
dealers of the Interior is backed by a 
very considerable experjence, if one 
reckons from its recent beginnings. 
Moreover, the indications are that the 
present experience is likely to grow 
constantly, and perhaps rapidly, to- 
ward an aggregate of magnitude. When 


Capt. Jos. Sutton, 
st 20th, 


WD, Agent, 


Dattery Sts., up stairs, 
ISCO. 


NAVIGATION 


NY. 


Capt. E. A. POOLE 
a4. Capt. A. FOSTER 

....-Capt. W. BROMLEY 
Capt. E. CONKLIN. 


es BROADWAY WHARF 
Y¥, (Sundays excepted) for 
n: the Sacramento steam- 

steamers for Marysville, 


heast corner of Front and 


M. HARTSHORNE, 
PRESIDENT. 


R & CO.’S beauty. Not like the forests of other 
parts of California are these of Hum-|>y their high, ‘cloud-extending tops. | tical appeals, which were closer and Among the most beautiful of es + oe ae P00 what an your city churches say, ‘We are plan- 
wT AND boldt, but regular old eastern forests, Such forests are worth the trip from| more prolonged, and importunate than churches recently dedicated in this vi-/infection! For the wisest of wise men| ning to furnish ourselves with fe sth 

or rather more so. with loftier trees,|©202 Francisco to see. Oregon and/usual. I noted so often, too, instances} cinity, is that belonging to the Orange —I mean the most learned of learned room, and then we will increase our 
NCY OFFICE, , ? Washington Territory have splendid |of that ability-which seems to me the} Valley Congregational Society, in New men—have held literary banquet here Sabbath School to 600 or 700. We can 


larger trunk 
ger trunks, more numerous upon the since days anddaysago. Menso learned 


opposite Plaza, acre, and with dense underbrush, thick, | forests, but those of Humboldt Bay | signal test of a true preacher, the abil- Jersey, Rev. Geo. Bacon, pastor. For . |do it. We will, by committees, visit 

CISCO. tangled, dark, almost impenetrable, | 8UTP®9S them in splendor. S. V. | ity so to quote the Scriptures, that the| several years past, they have been ‘wor- that each can find but m: handful of in- every family around us. We will gather 

5 & Co. real, splendid forests. And then the pisnhiniliiiees | passage quoted shall seem suddenly to shipping in 8 beautiful chapel, with sit-| telligent hearers for his_erudite ess8Y!in the neglected. We will give our 

STREET, whole country back, the great moun- Our Visitor at the East. | stand out, illuminated with new mean- tings for three or four hundred people. oupransd the stars, the ultimate mathe- blessings to every one.” 

Sekco. tains, the higher hills, and much of the <n ing, while it shall at the same time con-| This has become insufficient to accom-| matics, or the ‘final atoms. I remem-| ‘This is christian enterprise. It dif- 

a i ies of rolling lands are all covered with these DEAR Paciric :-—You may well = firm and illustrate the point which the modate the growing congregation, and ber the comfort my weary head found, fers from that policy which watches, 
a great, dense forests, while scattered | P°S¢ that it is a matter of peculiar in-| preacher is making. | they have just completed a new edifice, |® dozen years ago, when at Albany, I and prays, and waits, and strains its ; 
SIRNIA through the level lands, are clumps and | terest to me to return to the scenes Rev. Horace James addressed the| overlooking avery romantic region, and|@ttended one of these supreme con-| vi.i5n to catch the signs of progress. 7 
D strips and fragments of the same. Such|0f commencement in Williamstown. Mills Theological Society in the even-| destined to become a very prominent | gressesof learning. I was fresher then Tt is the do policy which God always a 
ZOVISIONS. forests! Nothing’ on earth, in scenery, Twenty-one years have gone by since I | ing. Perhaps, however, the Mission| church in that beautiful and growing | than aor, in such elementary scientific] })ogseg3, A christian’s entire talent has M 
ashonth of can supply the want of them. Long-| first saw and admired these grand | Park meeting for prayer, Sabbath after-| town. “The congregation is one of the | technics as one may learn at the schools,/},.2, redeemed for use. If he is a ih 
32 Oovisions fellow but touches one feature of theiy| Mountains and this valley walled about noon, preserves best the memory and} most intelligent and cultivated to be and rejoiced exceedingly in trying My} .bintul lawyer, a wise merchant, an 
Te baste attractiveness and pleasing associations, | U8 On every side by them. Since then|influence of Mills. The beautiful} found in the vicinity of New York, and | 2¢¥- fledged wings behind the great} oo -nost trailer, quick to see and to seize 

I have seen many beautiful and inspir-| grounds, where the first founders of leagles.’ For a While I rejoiced, but on the chances of gain, he ought to use | 
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iehares AnD TRUST Can it be that children brought up| College’s prosperity. A graduate of| continents traced on its surface distinct-| great dangerof incurring s burdensome if-he lost the thread of argument. I A correspondent writes to the Presby- | ; ah 
to suit, by the on plains and grassy hills will feel, in| seventeen years’ standing marks the|ly. The monument and the associations| debt. Noone’ of our religious’ sovie mute and amazed, vacantly finger- Banner from Shellsbury, Iowa: 
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~ John Ourre count. They consist principally of red-| judges, that the College has gained—| just there, stands the newly erected| ally,an organization which has already : ) 
Wm, H. Sharp, Wood, spruce and fir, but where the first | ungracious and almost. ungrateful as it} monument. of the Williams: -heroes.| done so much for the world, does’ not} popularized. ‘It is infinitely suggéstive | 210m was held at the same time, and 
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whey saying: 
The green trees whispered low and mild; — 
It was a sound of joy; 
They were my playmates when a child, 


of emotions in after life? Sure it is 
that early influences exert an almost 
overwhelming force in the formation of 
the whole character of men for the time, 
and forever. 7 

In referring to these forests we may 
88 well finish the subject, by a fuller ac- 


are very large and numerous, they often 
Prevent the growth of underbrush and 
&ppear alone, great, towering, mon- 


ing regions of country, but the old im- 
pressions came over me with even more 
than their early force ; for mountain, 


gave adieu, Only one—and he'the Pres- 
ident—remains in the chair of instruc- 
tion ; all the others are new men. The 
oldest of these new men was his room- 
mate in the course of theological train- 
ing. So quickly do men change! It 
is the testimony of those who are good 


seems to say it—with the incoming of 
these new Professors. Of these, Prof. 
Bascom has already won fame for his 


Strous growth of trees. On our way 


bold, vigorous, free handling of the 


Amefican missions prayed beneath the 
haystack, were laid out some years ago. | 
But it is only within the last year that 


sociations were impressed the more as 


we listened to two Alumni, returned af-| 


ter long absence—the one, Tracy, from 
Madura; and the other, Wilder, from 
South Africa. | [| act 

In front of the old chapel, at the sum- 
mit of the high bluff in the wide street, 


As the stage passed by, we noted that 
the main | 
wrought, is of sandstone. The figure 


| is strongly attached to its accomplished 


There is one of our’ benevolent soci- 


eties which the christian public should 


christian sympathy than this. ‘That it 
| Should be compelled, from time to time, 
_ to make such appeals to our churches 
in order to carry forward its work, is 
certainly no compliment to their liber- 
ality. This neglpct to support, liber- 


arise from a want of confidence in its’ 


management, Such a feeling has no 
_ existence among those acquainted with 


on the top was covered by the folds, of 


the operations of the society. Nor 


} the eighth’ day, fell: hopelessly back. 


Prof. Pierce, of Harvard University, 


reading a paper upon ““The Ele- 
ments of Potential Arithmetic.” I sat 


matics was a favorite recreation—and 
laying his peneil down, brought all my 
senses back in a moment with these 
words: ‘‘He’s gone beyond my depth, 
I may aswelltieup.” 


to note in these meetings, as it was to! 
note in those, how each advanced ex-' 
‘plorer has gone almost alone before all 


tie ‘eaten talent for Christ. He ought 


to be all awake with plans and methods 


to proclaim the words of Jesus and 


through the Board of Church Extension, 


for the erection and completion of a 
house of worship for Shilo church, Pres- 
|bytery of Vinton, Iowa Synod. This 


‘church was completed at an expense of 


| ‘Phe dozen years are added to those|2bout $2,000, and was dedicated on 
that were before, but science is not yet Sunday, the 3lst of May. Our com-. 


the services were continued for one > 


-five 


‘his comrades, and comes back like an- 
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Whosoever will come after me let him 
deny himself and take up his cross and 
follow me..—Mark vut, 34th. 

Every success must be bought with a 
pricé; and for the best goods the high- 
est rates must be paid. The more inti- 
mately any object is connected with our 
own self, the more personal must be 
the purchase, the more must we pay out 
of our very. flesh and blood... Seli-de- 
nial, in some way or other, is the cost 
_ of every dearly prized attainment. And 
men are entirely willing to buy many 
things even at such arate. The eager 
money-getter readily yields his labor 
and care, his prejudices, his principles, 
for he is bound to have the gold; and 
though he lose needed rest, though he 
expose himself to unwholesome climate, 
and deprive himself of the best delights 
of society and home; though he is com- 
pelled to do what he knows and ac- 
knowledges to be wrong, in order to 
get the most and get it quickest—even 
though he be called upon to freeze out 
from his heart every warm sympathy 
humane concern the good of 
others, walling up his-heart in a noisome 
den of selfishness and misery—if he 
loves money well enough, he will do it 
all. ‘The love of money is the root of 
all evil,” suid a high authority. It is 
so, because it is so absorbing a passion 
that men will pay anything that is asked 
in order to gain it, when once their 
hearts are set on it as the chief thing. 
But the same ready self-denial is ex- 
hibited in numerous other avenues of 
life. The scholar pays dearly for his 
advancement, in many instances. 
has to forego the excitement and gains 
of business, the ease and gratification 
of the epicure; he must resist inclina- 
tion in his reading and listening, and 
keep his energies concentrated and ap- 
plied in the direct channel of his voca- 
tion. He must ‘‘keep the body under,” 
so as to maintain the mind in complete 
and unhindered leadership; he must 
keep the body up lest his jewell spoil in 
a shattered casket. He must imprison 
himself in solitude, for the soul must 
have real loneliness in working out its 
best problems. He must bear long 
years of patient toil and persevering ef- 
effort before he reaches anything worth 
calling successes. For whereas a handi- 
worker will pass through his appren- 
ticeship in half a dozen years at most, 
and then come forth a finished work- 
man, it is rare that a scholar in any of 
the higher branches of science arrives at 
anything like distinction, or even comes 
to be a master in his department, under 
a score of years. From lowest to higk- 
est, all the walks of life compel some 
sort of self-denial. The learner of ev- 
ery craft, the beginner in every trade, 
the toiler toward every crown of gain 
ot distinction, sees before his eyes the 
banner of the Roman General—the 
cross, and with it this inscription: 
h-e signo vinces.” ‘‘Deny thyself and 
take up thy cross,” is the clarion call 
that rings in the ears of every earnest 
seeker, whether he aims for the small 
or the great, the evil or the good. The 
process of success is self-denial. 

It is not strange then, that the best 
boon offered to humanity, the pearl of 
greatest price—the religion of Jesus 
Christ—should be rated thus high. At 
the same time no one can fail to see 
how much readier men are to give, and 
toil, and do, for earthly objects than 
for heavenly. You may tell men of the 
discovery of some new gold fields, and 
even if they are in a dreary country, 
where nothing grows to support life, 
where terrible dangers to health and 
life must be met, though forfeits and 
risks of the greatest sort are involved, 
they will go in crowds, all ready for 
the hardships, because they think so 
much of the meial. But tell them of 
the peace which a true christian enjoys, 
of the calm trust in all life’s vicissi- 
tudes, the experience of heavenly joys, 
the sure hope of glory in the future 
life, full, glorious -salvation—tell them 
that all this is promised to those who 
will humble themselves in prayer, who 
will confess their past sins, who will 
give up every wrong thing, hcwever 
precious, and do every duty, however 
hard, bear the cross and follow: Christ, 
and they linger. I :presume that the 
principle is this: Men will deny them- 
selves for an object in exact proportion 
to the value they put upon it. Hence 
the reason why so few are willing to 
practice self-denial for Christ and his} 
salvation, is that ‘they do not consider 
salvation worth much, nor do they love 
Jesus very heartily. . The proof is plain 
enough, certainly, that We are willing 
to give large price for what we highly 


The objects for which we are 
upon to practice self-denial in 
pel, are our own impyovement, 
vancement of the c 
version of others. I giv 
er of their practi 
has called us 


expects us to 


in pointWhere 
hitherto there has been any fault. The 
life of Jesus is our model, the full de- 
velopment and training < of all our r pow- | 
ers, and the consecration of f them m to do|Th 
God’s will is our ambition. 
no encouragement 
try to Be. saved, ‘an 
for the man who says ‘‘I trust my name 
is written in the book of life, and I’m 
all provided for; now I needn't concern 
myself any further.” 
people who are loud in the praises of 
the gospel, and who talk glibly about 
the law being done away, and'that we 
are now under.grace, but whose lives 
are notoriously evil, having not the first 
seal of christianity anywhere upon them. 
The master spoke a word for such when 
he said: ‘‘Not every one that saith unto 
me Lord, Lord, shall enter into my 
kingdom, but he that doeth the will of 
my Father in heaven.” _ 

The word salvation does not mean es- 
cape from prison and the scaffold mere- 
ly; it means redemption from the pres- 
ent bondage of sin. 
partially supplies the great need of hu- 
manity in giving a hope of glory to 
We want emancipation now, 
from the slavery of false ideas and 
wicked habits; we want to be lifted up 
now, from the low, self-seeking and 
groveling lived. And this reformation 
of life, this present improvement in our 
character and conduct must be the fruit 
of self-denial and imitation of Christ. 
It is the Holy Spirit which prompts 
us to it and guides us in it, but 
Some persons seem 
to think that the gospel saves men 
as a life-boat rescues the shipwrecked. 
ship is just going to 
pieces, crushed and torn by the dash 
of mad waves and the stroke of 
cruel rocks ; when the life-boat comes 
and the despairing creatures, just ready 
to perish, are taken into the boat, told 
to sit perfectly still and carried to the. 
welcome shore—saved, and without a 
stroke of work on their part, even the 
faintiug and half drowned are carried 
in their unconscious condition, as well 
as the active and strong. Now, there is 
one sense in which the Gospel is like 
In atoning for our sins and ob- 
taining the favor of God, we can do 
What not one of us nor all 
the world together could accomplish, 
he did for us; he made it possible for 
us to be forgiven and saved, and our 
acceptance now and in eternity is wholly 
for his sake, and in this same the words 
of the hymn are true: 


ose. | either great or small, remains for me 


to who 


only barely that. 


I frequenly find 


Redemption but 


we must do wu. 


When the 


Jesus died and paid it all—yes, all the debt I 


We are saved by God’s free gift ; we 
stand by faith, not by our works. 
truest statement of Gospel creed ever 
made was the saying of the old sailor : 


‘I’m a poor sinner and nothing at all, 
But Jesus Christ is my all in all.’’ 


But this is salvation only in the light 
of a cure—a rescue from the grasp of a 
foe. The redemption of Jesus means 
thisand much more. First,'‘from the 
disgrace and penalty of sin ; then from 
all its power and taint. First the great 
physician breaks the hold of the moral 
disease, then he builds up the patient 
and leads him forth to healthful activi- 
ty. Jesus first says to the busy, 
worn, heavily laden sinner, ‘‘ Come to 
me, and I will give you rest ;’ but he 
adds, ‘‘ Take my yoke upon you, andj have crept in and deadened believers ; 
And how can wé be like} needs preachers and teachers, pastors 
him? Not all at once; no man wins 
his battle in a day; no racer finishes 
his course in an hour. The heart is 
changed in regeneration. When one 
truly repents, God’s spirit brings him 
into a new life ; whereas he was blind, 
now he sees ; he was disobedient, now 
he loves God. But a conquest is to be! 
gained ; Christ wants us to become per- 
fect, to grow up into a noble and heav- 
enly character. The world is to judge 
of him and his Gospel by our lives ; 
men are to see our good works and glo-| In the apostolic age this sentiment pre- 
rify him. Can they be led Godward by 
us, unless we stmve after perfection ? 
No, we must wateh ; we must'be ready 
to leave our faults ; we must be willing 
to try to do every duty which presents 
itself ; we must aim at perfection every 
day and in everything. But the old) 
spirit has left its niottoes on the walls 
of our. hearts, and .it is often easier:to 


learn of me.” 


tacks us in a thousand forms; People 
about us are not very religious and will 
notice us.if we try to be; they do not 

think. ‘‘sin” isa very /bad. word, and: 
they'll have a poor opinion of us if 


x >a The habits of those 


a great self-denial for a person 
me out from all this and do his first 
deed that commits, him as a christian. 
Thep ‘it costs “the same hundreds 
times afterward in thé daily crosses an 
temp tations of life. But if we realize 


how at Wthiag Hvefor God 


our souls up to bé’what our creator de- 
signed us ; if we realize how we are dis- 
pleasing him by negleeting him and for- 
getting the méssages he has sent us by 
his word and by his son ; O, if we real- 
ize this; we shall feel that it is worth 
the while 'to take up the cross and bear 
it: after the master, so as to become like 
him. And then,’ in order'to help for- 
ward the church of Christ, we must de- 
ny self and bear our cross. Persons 
sometimes look upon the church as an 
institution made simply for their pecu- 
liar benefit. They enjoy its stated ser- 
vices ; they are helped by its ordinan- 
ces ;. they selfishly enjoy the light and 
assistance it lends; and profit by the 
labor and care of their brethren. But 
that is the selfish spirit, still. ‘‘Freely 
ye have received, freely give,” was 
Christ’s charge. We join the church to 
help others, as well as to be helped— 
to speak words for their relief and 
quickening, as well as to hsten. Our 
duty to give advice, and encourage- 
ment, and sympathy, and instruction 
to others, is just as strong and clear as 
our privilege of enjoying these things. 
The duty rests on every member, with- 
out regard to age, sex or office. We 
are in the church to do all we can in 
our way and measure for others’ good. 
For, while the world tells us that it is 
easier to receive than to give, our Lord 
has said that ‘‘ it is more blessed to give 
than to receive.” It will cost sacrifice, 
but the object is worth it. It is for our 
brothers and sisters, born of the same 
spirit, heirs of the same heaven, loved 
by the same savior. It is this church 
that he bought so dearly and has given 
his strongest proofs of love to. Ah, if 


city, and sit at the sacramental board of 
the church triumphant, we shall count 
nothing too great that we gave up, or 
endured, or did for the glorious church. 
Men will do great things for native 
land, for family, for mere hnman fra- 
ternities they belong to. Christ expects 
even higher devotion, larger sacrifice, 
more unconquerable zeal for his church. 
Shall he appeal in vain? Shall we be 
only receivers, and never givers? Shall 
we listen and enjoy, and not speak, and 
‘lexhort, and comfort, and: teach, and 
fellowship, and strengthen others? In 
our home life, in the prayer-meeting, 


and abroad in missionary enterprises, 
Christ calls on us. Overcome sloth, 


ease, master false humility, which says 
*‘lam not wortny,” but means ‘‘ I am 
not willing ;”’ crucify avarice, which 
clutches all and wants to spare nought ; 
strike down that mean spirit which 
measures its duty by what others do; 
look at tke master, giving everything, 
living and dying wholly for others; 
think of the dear church—his body, his 
bride—and then give and do all you 
can, with the utmost effort. The! church 
to-day needs thousands. of men and wo- 
men to go into foreign lands and preach 


care-| the Gospel, never sounded ; needs oth- 


er thousands to go into destitute and 
cold regions, where error or worldliness 


evangelists, who shall turn away 
from the common walks of life and re- 
sign the expectation of wealth and the 
easy life to which people- generally re- 
sign themselves, so far 4s they are able 
-—and and give a life-long consecration | 
to direct gospel-work. And, mark my 


‘my duty to give my life wholly to relig- 
ious work, the ministry or teaching ?” 
But, ‘‘what reason is there why I should 
not set myself apart forchristian work ?’” 


-vailed, and all felt together that the first 
care was Christ and his cause. And 


the. church comes j,back'to that} 


first spirit it will grow and conquer by 
thousands, as it didthen. Not because 
}1 am ordained by holy hands and pray-| 


in the church ; not because I have con- 


secrated myself to special. christian} 
do wrong than right—temptation at-| Work, is it my duty to. be earnest, and 
self-denying, and untiring in the work. 


Because I would eome after Jesue—,; 
not} Would be his disciple, would. share in}, 
salvation—simply jbecause lov 

and believe in him, it is my duty. This}; 


are careless, and we have| 4% 


has given. 


swift car which carries out the resolves 


‘we are wholly consecrated we shall 


we are so happy as to reach the holy’ 


the sabbath school, the parish work, 


crush out selfishness, conquer love of | 


that costs an effort, or does a deed that 


words, no christian should. ask’ “‘ is it’ 


“der, Has it not stamped the seal of its 
reprobation with the most, tremendous | * 


| stance which, like ‘ardent spirits; in- 
volves the most ini itous abuse of God’s 
mercies, leacds to most atrocious out- 


‘jing vice of drunkermess?” 


of holy living. We 
all 


d with the a 
en, 


in the | 


ofthe.loving soul ; self-denial is the 
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Geary Bev J. A. Benton, Pastor. Sabbath School at the 
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Church.—Fifteenth Street, near Mis 
sion; hay Pond, Acting Pastor; Sabbath School at 


strong arm which clears rs away all obsta- } P. M.; Amasa Pratt, Superintendent 


cles from the path of ‘holy. zeal; self- 
denial is the easy tribute which a heart 
wholly in earnest pays; aye, life and 
death, cros-bearing is “all too little a 
thing for one to do who is thoroughly’ 
filled with the spirit of the redeemer. 
In the slowness and weakness of our 
common christian experiences, we some- 
times stagger under the weight of what 
are really very light crosses. But when 


learn to estimate differently. 

Some years ago two Moravian breth- 
ren heard that there was great misery 
and an utter lack of christian lhght 
among the West Indian negro slaves. 
They burned to reach them and teil 
them of Jesus, and raise them up 
through his gospel. How to do this 
was the question. At length they hit|p 
ona plan. They could sell themselves 
into slavery, and become the compan-|* 
ions and equals of those they sought 
to save; and in all the poverty and hard 


labor and degradation of that slavery | 


they would cheerfully spend many long 
months, if they might only be rewarded 
by the conversson and the gradual lift- 
ing up of the whole community. That 
was self-denial. They went forth de- 
termined on this, and though they were 
not called on to make all the sacrifice, | Rev 
they bore many trials, but all gladly, 
because they so loved Christ and longed 


to save their perishing fellow-men. It} pastor 


is not self-torture that is demanded; we 
are not taught to give our bodies need- 
less pain, and vex and rack ourselves |r 
just for the sake of doing it; we are not 
encouraged to woo the chain, and block, 
and stake, to seek persecution and want 
and suffering. No unnecessary suffer- 
ing pleasesGod. He holds us account- 
able to take care of what he has given 
us, and make the most of it, and enjoy 
it and do good with it. But the sacri- 
fice our Lord calls on us to make, is the 
sacrifice of whatever stands in the way 
of serving him. The cross-bearing 
christian is like the sailor beating against | ““™ 
a contrary wind; like the soldier march- 
ing on in his appointed road in spite 
of shot and shell, which scream and 
hiss about him, aye, and wound and 
tear his form. 

Christ wants nothing of easy, care- 
less souls, drifting, turned easily about, 
afraid of obstacles. He wants stout|” 
hearts, determined, resolute, ready to 
brave any danger or bear any hardship. 
Butdo not think itis only in greatthings. 
It is sometimes easier to do a great task 
than a light one. Almost any person 
who really loves Jesus would be ready 


to make a large surrender, even to die | P***- 


for his cause. But who will live for 
Christ? Who will do'the thousand du- 
ties of daily life without a murmur, 
bear the uncounted crosses that occur 
in our dealings with our friends and 
neighbors, and do with unwavering, 
scrupulous exactness the little deeds 
of love and meekness, the thankless 
tasks and unpromising acts to which 
our Lord points us? Let us prove our 
hearts on these things. He is not the 
self-denied and the cross-bearer who 
once or twice in his life speaks a word 


taxes to thé utmost his principle, or 
bears a loss cheerfully, or endures op- 
ition patiently in the service of 
, but he who lives with a self- 
devoted spirit, who tries to doall his 
duty, who will not let himself enter a 
single wrong path, who fights against 
every thought of sin, every temptation 
whether from without or from within. 

But finally what is self-denial? Itis 
exchanging chaff for wheat, dross for 


gold, We give up &@ little | personal | Pastor 


we lose a few of the pleas- 
ures of this life, we have a few weary 
days and comfortiess nights. But we 


ain the comfort of others, we reach 

e salvation of those whe might perish 
but for our help, we obtain the smile 
end approval o our blessed Lord. 
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SMARTSVILLE. 


First Presbyterian Church.—Revy. ——- —, Acting Pastor. 


YREKA. 


First Presbyterian Church.—Rev. R. McCulloch, Acting 


SCOTT VALLEY. 


first Presbyterian Church.— Rev. —- —, Acting Pastor. 


IONE. 


R54 Presbyterian Church.—Rev. O. Hemstreet, Acting 


JACKSON, 


First Presbyterian Church.—Rev. H, H. Dobbins, Acting 


Pastor. 


AMADOR, 


ore Presbyterian Church.— Rev. H. H. Dobbins, Acting 


STOCKTON. 


First Presbyterian Charch.—Rev. J. A. Skinner, Pastor. 


VISALIA. 


Church.—Rev. J. Edwards, Acting 


Rev. A. W. La.om inese Misslona 


San Francisco. 
Bible Society, San Fran- 


Rev. P. V. Veeder, City College, San Franc sco. - 
a C, R. Clarke, Teacher, San Francisco. 


B. I. Low, San Franciseo. 


Rev. B. Le Hoaham. ‘Sebasto 


Rev. ps. D.D., San 
Orecon. 
CLATSOP. 


A A Presbyterian Church.—Rev. L. Thompson, Actmg 


PORTLAND. 


aoe Presbyterian Church.—Rev. A. K. Lindsey, Pastor? 
ec 


ALBANY. 


oes Presbyterian Church.—Rev. W. J. Monteith, Acting 


CALAPOOIA. 


Church.—Rev. E. R. Geary, Acting 
astor 


PLEASANT GROVE. 


Presbyterian Charch.—Rev. E. Geary, Acting 
r 


BROWNSVILLE. 


a Presbyterian Church.—Rev. R. Robe, Acting Pastor. 


ASHLAND. 


yn Station.—Rev. J. A. Hanna, in charge- 


EUGENE CITY. 


First Presbyterian Church.— Rev. —- —, Pastor. 


DIAMOND GILLS. 


First Presbyterian Church.—Rey. R. Robe, Acting Pastor. 


JACKSONVILLE. 


ewe Presbyterian Church.—Rev. M. A. Williams, Acting 
astor. 


Rev. J. §. Reasoner, Brownevi'le. 


VW ashington. 
OLYMPIA. 


Presbyterian Church.—Rev. A. Simpson, Acting 


SEATTLE. 

Preaching Station.—Rev. M. Whitworth, tn charge. 
STEILACOOM. 

First Presbyterian Churea.—Rev. W.R. Sloan, Pastor. 


802 MONTGOMERY STREET, 


Issues al) classes of Policies, and is unquestionably ‘2? 


most desirable Company on the Continent. 
J. A. BATON & ©O., General Agents. 
SAMUEL PILLSBURY, Local Agest- 


P, 8—Accidental) and Fire Insurance also effected 7 
SAMUEL PILLSBURY. 


the Italiaz 
of the las 


‘one to be 


Washing 


“Meteorol 


we have n 
either; th 
rather C 


Among th 
ternoon ir 
article to 


For sale 


The 220 
erican Re 


ever. Weé 
it thirty-fi 


new thing 
ber, and 
ing 376 p 
Notices, fi 
first artic 
of Lawreé 
Shandy is 
literature 
view of 


Yale Col 
ers of Na 
moveme.r 
third arta 
works on 
gion of | 
wooden f 
the fifth 
works, m 
the artic 
sixth arti 
ucation. 
John 
very wel 
the Atlan 
Chicago 
a fresh re¢ 
The ten‘ 
morality 
should 
ness mer 

In th 
the G 
magazin 
est and 
the con 
Kit Gral 
A Journ 
in a Sta 
About T 
At Sea 
Eve; Li 
dale, ch 


their Us 


The G 

Parrot ; 
Romant 
Drift-W 


and Art 


| persone 1 fic nsibie for doin all he or she a _8 The 
Pp OF), with a 
the lst, part 
. 
ny ; Hop 
of t P Acting 
nea | 
mat 
ton 
shit 
= 
abe | 
per’ | 
adi 
an 
, tor 
no | 
z 
ch 
CARSON. 
ped | 
™ 
he 
to’ | 
di 
fo 
ct, 
fe’ 
at 
we 
m 
w 
al 
| 
k | 
| 
| 
c 
8 
1) 
ty 
1, 
. 
: ; First Presbyterian Church.—Rev. B. E. 8. Ely, Pastor. 
| 
‘4 
4 
| 
| 
| 
| 
* 
a | Again ; 
| sage in 
bale, 
Rev. A. Williams. San Francisco. 
| Rey. J. Woods, Healdsbarg. Tue 
our tabl 
| 
| | magazit 
4 Seaboa 
| Joseph’ 
Eece H 
to 26; 
tian Lif 
The Se 
| | Epistle 
| ter; 
| 
j ton an¢ 
| — SABP 
| 
| | These 
, , | Grove. ble 
WV ashingeton. tra 
: 
| | Christ; 
= : 7 ? 
i = . in Git 
| the Lif 
NORTH AMERICA The D 
Lif Home, 
Missic 
| | bath 
and T=irtee ton, Pastor. brings 
| Pre Rev G.P Pastor. 
| 
| 


27, 1868. 


M. Alexander, Pastor 
F. B. Lynch, Acting 
Lynch, Acting 


8. Wylie, Pastor. 
- P. Webber, Acting 


; J. Compton, Acting 
. W. Brier, in charge. 
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AUGUST. 27, 1868. 


Literary Jatellig eure. 


— 


“Goon Worps, edited by Dr. ‘Norman part, 


Macleod, and published at London. 
The number for July,is on our table. 
The beautiful story of the Woman's 
om is continued ; there is an ap- 

preciative sketch of Seurin, the preach- 
er, with a portrait ; The Russian Fabv- 
list, part 3d, is very entertaining ; the 
Dean of Westminister treats of the Lita- 
ny ; Hop Gathering is accompanied by 
an illustation; the Martyr to Science 
we have not read, nor the Child Martyr, 
either the Two Coats is a Syrian story, 
rather Oriental, with an illustration ; 
the Italian Wounded keeps us in mind 
of the last attempt to liberate Rome ; 
Among the Corn, is very sweet ; An Af- 
ternoon in St. Albans, is not a pleasant 
article to read ; The Age of St. ‘Paul is 


‘one to be studied. A good number, 


For sale by W. E. Loomis, corner of 
Washington and Sansome streets. 


The 220th number of the North Am- 
erican Review is before us, as thick as 
ever. Wecan remember having seen 
it thirty-five years ago, and it was not a 
new thing then. This is the July num- 
ber, and has in it eleven articles, cover-. 
ing 376 pages ; the last article, Critical 
Notices, fills more than 100 pages. The 
first article reviews the life and works 
of Lawrence Sterne, whose Tristam 
Shandy is one of the droll marvels of 
literature. The second article is a re- 
view of recent publications concerning 
Meteorology, by Prof. E. Loomis, of 
Yale College, and will interest all lov- 
ers of Natural Science. The religious 
movement in Italy is treated of in the 
third article ; it reviews seven different 
works on that topic. The Lumber Re- 
gion of Michigan is the suggestive but 
wooden title of the fourth article. In 
the fifth article, George W. Curtis’ 
works, mainly novels, are reviewed, and 
the article is flatteringto him. The 
sixth article is an Essay on Liberal Ed- 
ucation. The seventh article reviews 
John Hookhan Frere, an author not 
very well known to us on this side of 
the Atlantic. Article eighth is on the 
Chicago Convention. Article ninth is 
a fresh review of Dryden’s works. The 
The tenth article is on Commercial Im- 
morality and Political Corruption, and 
should be read by all public and busi- 
ness men. For sale by W. E. Loomis. 


In the hands of its new publishers, 
the Gauaxy is taking rank as a first class 
magazine. We look it over with inter- 
est and satisfaction. The following are 
the contents of the August number : 
Kit Grale, a story of true love, part 1st ; 
A Journey Through Mongolia; A Ghost 
in a Stateroom ; Feast; A Few Words 
About The Nerves ; A Tropical Morning 
At Sea ; Saved by a Bullet ; Adam and 
Eve ; Literary Transfer Work ; Beech- 
dale, chapters 8 and 10 ; Words, and 
their Uses; Two Artists of Comedy. 
The Galaxy Miscellany: Our African 
Parrot ; Three Weeks at Kissengen ; A 
Romantic Passage in a Notable Life. 
Drift-Wood: Prices; The Alabama 
Again ; Inherited Wealth. Literature 
and Art: George Eliot’s Poem; A Pas- 
sage in Macbeth; The Kalevala; St. 
Columbia ; The Jarves Collection. Ne- 
bule. Tor sale by all dealers in news. 


Tue Sunpay Magazine for July is on 
our table. The contents of this noble 
magazine, from Scotland, are: The 
Seaboard Parish, chapters 34 to 37; 
Joseph’s Coat, and the Dreams it Bred ; 
Eece Homo, fourth letter; The Occu- 
pations of a Retired Life, chapters 24 
to 26; The Earthquake in the Days of 
King Uzziah, a Biblical study; Our 
Lord’s Ministry in Pera ; The Chris- 
tian Life in Verse, part 3d—the Church; 
The Second Epistle of Peter, and the 
Epistle of Jude ; Just Suppose ; Drunk- 
enness as a Crime; The F'armer’s Daugh- 
ter; The Church in the Desert; Notes 
for Readers Out of the Way. For sale 
by W. E. Loomis, corner of Washing- 
ton and Sansome streets. 


Sanparn at Home, for August, is on 
our table. It is a beautifully prepared 
magazine and should be in all houses. 
These are the contents: Studies in Bi- 
ble Lands: vm, passage of the Jordan 
and beginning of the Conquest; 1v illus- 
trations; Into thy Hands, my God; 
Turning the Corner; Remembrance of 
Christ; Early Missionary Labors among 
the Indians of the Plymouth Colony; 
Trust; Anna Lavater, chapter 1v; Cyril. 
Rivers, and what he Learned at College; 
Dr. Chalmers and his Fellow-Laborers 
in City Missions; Resolutions on the 
Treatment of my Children; Benjamin, 
the Little Jewish Convert; Dlustration; 


The Diseontented Child; Illustration: 7 


Home, Sweet Home; Illustrations; it 
Mission Teacher; Gathered. Lilies; Sab- 
bath Evening Bible Recreations. . 


Lrrrexz’s Livine Acer, of July %th, 
brings the following attractive table of 
contents: Histoire de Saint Louis; On 


—— | ment; Oceupations of a Retired Life, 
x; General Grant; Longfellow; | 
The Fall of Samarcand; The Chinese 
Embassy: Reception in the House of | 
| "The Ends of the Earth, 
The Banquet to Mr. Burlingame, China’ 
an Empire of Progress; The Religious 
Danger of the Continént; Poetry: The 
Moral of the Pig; A Ballad for Grown 
tip Children; Short Articles, six in num- 
ber. For sale by W. E, Loomis and 
other dealers in news. 

Tux New Ecuzcric, a magazine of se- 
lected foreign and American literature, 
published monthly, by Turnbull & Mur- 
doch, 49 Lexington street, Baltimore, 
at $400 perannum. The New Eclectic 
seems to be winning its way into the 
popular favor, 
has these contents: Tragedy in the 
Palazzo Bardello; Junevile Theatricals; 
A Nice Correspondent; Phineas Finn, 
the Irish Member; Dr. Johnson at the 


Virginia Cavaliers; Fashion and Relig- 
ion in Paris; Tennyson and the Queen; 
Antour de ma Chambre; The Béguines 
Nunnery at Ghent; Scientific Memoran- 
da; Art Notes; Reviews; New Books; 
Miscellany; Editorial Notes. For sale 
by W. E. Loomis, corner Washington 
and Sansome streets. 


good. Apart from some flings, the ar- 
ticle, ‘‘Will the Coming Man Drink 
Wine,” deserves special commendation. 

Contents: A Remarkable Case of Phys- 
ical Phenomena; St. Michael’s Night; 

Convivial Songs; A Trip to Ischia; Ideal 
Poetry; To C. Out on the Reef; Will 
the Coming Man Drink Wine; Worldly 
Wise; De Piscium Natura; Notre Dame 
and the Advent of Gothic Architecture; 
Cretan Days; ‘‘A Modern Lettre de 
Cachet’? Reviewed; Lost and Found; 

The Footpath; Reviews and Literary 
Notices. For sale by W. E. Loomis, 
corner of Washington and Sansome 
streets. 


Mowntaty Commerciat Recorp and Bus- 
iness Directory of San Francisco, San 
Jose and Oakland, for August; F. R. 
Voight, publisher, 528 Clay street, be- 
tween Montgomery and Sansome. Con- 
tents: Business Directory—Railroads; 
Express Companies; Hacks and Cabs; 
Shipping; Bay and River Steamers; 
Ferries; City Police; Stock Board; Ta- | tea 
ble of Distances; Stamp Duties; Mason- 
ic; Churches; Independent Order of 
Odd Fellows; Foreign Consuls; Busi- 
ness Directory. Editorials—On the 
River San Juan; The New Mercantile 
Library; Our Merchants; Monthly Com- 
mercial Record; A Drive to the Cliff 
House; Import Trade; Commercial Col- 
lege; Export Trade; Saucelito; Exports 
of Domestic Produce; A Sketch; A Mod- 
el Restaurant; Juneviles of San Fran- 
cisco ; Overland Monthly; Bullion Trade; 
California Labor Exchange;‘N. A. Wood 
Preserving Co.; Business Notices; Lon- 
Princes; Business Notices. . 
Tue Ecuecric, the old Eclectic, the 
Eclectic of vanished years, still lives 
and thrives. The number for August 
has these contents: Don Quixote; Gen- 
va—Its Memories and its Martyrs; Plu- 
‘rality of Worlds; Westminster Abbey; 
Terrific Earthquakes; Tragedies of His- 
tory; The Night Wanderer of an Af- 
ghaun Fort; Luck in Families; Impos- 
ture and Credulity; The Science of 
War; Under the Sea; The Heroes of 
Indian Service; Hiram Powers; Poetry, 
eleven pieces; Notes on Books; Science, 
ten references; Varieties, twelve of them. 
This number is embellished by a beau- 


Hiram Powers. For sale by W. E. 
Loomis, corner of Washinton and San- 
some streets. 


The donor has our thanks for a copy 
of the Minutes of the Annual Meeting 
of the Congregational Association of 
Oregon, held at Forest Grove, com- 
mencing June 18th and ending June 
2ist, 1868. 


Journat or Hearts, for August, 
is filled with brief articles,.as follows: 
Is Consumption Contagious? Table 
Manners; Tomatoes; Ice Water; Regi- 
men; Sleeping; Tobacco Users; Cellars; 
Spitting Blood; Small Bed-Chambers; 
Each the Best, eight to sixteen; Drink- 
ing Water; Drunken Women; Meta- 
morphoses; Catarrh; Living Yet, For 
sale by W. E. Loomis, corner Washing- 
ton and Sansome streets. 


We are indebted to the Hon. Wn. 
Higby; M. O., for a copy of the very 
able speech of the Hon. N. P. Banks, | 
on the ‘‘Purehase of Alaska.” Alaska}: 
is now bought and paid for, and we dre 
glad of it. Weshener Br. Banks for 
his services. 

The Lutherans in the United States 


have 1,750 clergymen, 50 synods, 3 112 
churches, and nearly 000, 000 members. 


Sleep; The German Customs Parlia- 


The number for August ! 


Derby; The Woman’s Kingdom; The. 


Tue Arzantic, for August, is very |? 


don—for the Juveniles; Our Matchint| 


tiful engraving on steel, of the sculptor, | 


oRRAL ESTATE: 


rw 


GEO. we OHAPIN, 
REAL ESTATE AGENT, 


338 Montgomery Street, 


WILL ATTEND TO PURCHASING 


AN D. SELLING 


REAL ESTATE EVERY DESCRIPTION! 


Property in all parts of the City; Country 
Property in all parts of the State; 
Business Property, Houses 
Etc., Eto. 


WNERS OF LOTS, AND HOUSES AND. LOTS, 
sometimes are in @ harry to sell, where parties cannot 
immediately at low 


walt. We have buyers to take proper 
title In a very short 


prices. Wecan sa ourselyes as 
me. 


LOT FIFTY BY SEVENTY-FIVE FEET, WITH 
Small House—Brannan streot, north side near Third. Ap- 
ply to GEO. W. CHAPIN, 838 Montgomery street. 


150x715 feet—Zwve street, side, north of Brannan 
Will be sold ata —— Apply to GRO. *W. CHAPIN, 


838 Montgomery stree 
40x140 feet. well rs on Precita avenn 


well of water Apply to GEO. W. 
Montgomery street. 


$0x100—California avenue; $550. St., 
between 22d and 23d; $750. Bi 4x82 Pine and Baker 


to GEO. W. CHAPIN, Real 
street. 


80x75 feet, north side of Ellis street, near Buchanan. 
Well located, s W CHAPIN’ and lot erated and fenced. 
Apply to GEO. W. CHAPIN, Rea) Estate Agent, 888 Mont- 


gomery strect. 
Wanted—Lots on Valencia street, from Twentieth to 


Twenty-fifth streets; also jots on will 
cash. Apply to GkO. W. CHAPIN, Real Agent, 838 
Montgomery street. 


446 ON MISSION STREET, RUNNING THROUGH TO 
Minna Stree . with improvements. be sold on 
terms. Apply to GEO. W. CHAFIEN, Real Keta t, 
338 street. 


GOLDEN CITY HOMESTEAD WATER LOTS—$650— 
22x60 feet. Broadway and Jones—$875; 4x50, fronting on, 
two streets. Apply to — Ww. ‘CHAPIN, Real Estate 


ae HOUSE AND LOT—FOUR ROOMS, WELL 
finished, water in house, perfect titie: rented for 

month to goud tenant. Apply to GEO. W. CHAP 
Estate Agent, 338 Montgomery street. 


82 FINE LITTLE COTTAGE, FIVE ROOMS, ON 
Tehama street; water, an’ eve thing 
complete. Apply W. CHAPIN, Real Estate Agent, 
street. 


Dupont streets; brick building, always w 


CORNER ELLIS AND "BUCHANA STREETS, 60x75 
feet: lot ed BO. W. northwest 
corner; beau oca piy to Uv HAP 
Real Estate Agent, 338 M suitdemeey street 


CHEAP LOTS ON ADAMS STREET, BETWEEN TURK 
and Tyler, Scott and Devisadero streets -—two 
each on the grade; fine lots. 


THREE LOTS ON THE SOUTH SIDE OF TURK 
street, above Scott, forsale. Lots on beautiful grade. 


EIGHT SPLENDID LOTS ter SALE, CORNER PA- 
cific Avenue and Walnut street, A property 
can be bought cheap, aad on terms to suit. Splendid loca- 
tion, only one block from railroad station. 


WILtU PAY CASH FOR LOTS LOCATED BELOW 
Howard and Fo and Sixth and Seventh streets, 25 to 75 
feet frontage. Apply soon. 


FOR SALE-LOT ON THE SOUTHWEST CORNER OF 
Noe and Eighteenth streets, 50x36 feet. Fiuely located and 
title perfect. Price $700. 


er of Steiner and. California streets. 
Terms favorable and title perfect. 


DOUBLE TENEMENT—FOUR ROOMS ON EACH 
Side with two entrances—ior pale, om, Dow Dora street near Fol 
som. Kents for $32 per month. 25x80 feet. 


56x3120 FEET—CHOICE LOT ON FULTON STREET 
near Buchanan. Assessments all paid. 


FELL STREET, 413x120 FEET, RUNNING THROUGH 
to small street; is a desirable building lot. 


CENTRAL PARK HOMESTEAD 
Hellsing lots for sale on Tenth Avenue; 
cash. 


CIATION— 
each, 


EACH—ONE-THIRD CASH, BALANCE MONTH- 
ly. Cheap building lots for sale in Oakland, on 26th street 
near Caroline; size 25§x 106} feet each; land bigh and free 
from water; are ready to build on; climate is excellent and 
scenery unsurpassed, there being a fine view of the Bay, 
Golden Gate and surrounding country; title pertect. 


| g1,300 WILL BUY 160 ACRES OF IMPROVED LAND 
in Santa Clara coanty, paianing the Guadalupe Quicksilver 
mines. ood is farnis the mine from Peis rancho. 
Dweliing house, good an of water, etc., on the premises. 


LAFAYETTE HOMESTEAD -~LOT FOR SALE 
25x 1374 feet, located on side rnia street, near Bu- 
chanan street. 


EUREKA HOWESTEAD—FINE CORNER LOT, 50286 
feet, fur sale, fron ing on Nineteenth and ake] streets; ‘street 
gra and macaaamized; title U. 8. Paten 


SEVERAL FINE LOTS FOR SALE IN eet CENTRAL 
Park Homestead; well located; title perfect. 


ve fee ntage, on xth, or ove stree 
a on the principal streets between Market and Bryan { streets, 


HOUSE AND LOT FOR SALE, SITUATED ON — 
street, north side, between Laguna and Octavia streets; 
25x125 feet. House contains eight rooms, with bath om, 
all handsomely furnished; has a fine yard, with great va- 
rubbery in front. Price $5,000, $3,000 can remain 


CHEAP RANCH FOR SALE FOR Cash CITY 
Property—150 acres—in Sonoma county. = 


TEN ACRES OF LAND FOR 
| hills in Alameda county. 


NINETY-FIVE FOR SALE IN A 
Count ty: good land, well wooded and 
in the house. 


one ACRES or CHOICE LAND FoR SALE IN 
and: w fenced, avd ow sane 
well of weter on the premises. 


proveds, Quaiiine all modern’ tinp 

stable, outhouses, ete 


AND LOT 
tieth street, near Guerrero street: 
ished; lot 23114 feet; good 


SAE _RURCHASE A SPLENDID LOT 

streets; splendid loeation aud perfect title; fy Bode 
Parties in the interior desiring to purchase 

cisco rea) estate, will be offered property ims r 

proved, but rapidly in be paid for in 

secured addressing the u either 

personally or by letter. 


GEORGE w. CHAPIN, 


4 


|REAL ESTATE AGENT, | 


“$38 Montgomery Street... 388) 


THE BEST AND 


MOST MODERN Wa 


| 
Schonl Institute. 


WARREN HOLT, 43 411 Kearny street. 


etreets; $1,500. 80x114—T wenty- fifth street; $800. Apply 
Estate Agent, 888 Montgomery 


FINE PAYING PROPERTY ON CORNER PINE AND | 
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San Prancisco and Sacramento, Cal. 

tention to our large and well selected stook 
FOREIGN AND AMERICAN 


CINES, PERFUMERAES, 
Mito. 

We are receiving, per every Steamer and Clipper, addi- 
tional supplies, which have been selected with great care, 
) making our House, in regard to quality and variety, 
THE FIRST ON THE PACIFIC COAST 

We have now established ourselves as 


THE CASH DRUG HOUSE) 
OF SAN FRANCISCO, 


We Wism YoU PARTICULARLY TO NOTE THE FOLLOWING 
Fact: That, having resolved our business into a strictly 
Casa Owz, we are enabled not only to turn our capital over 
twice. making two profits instead of one, but to divide « 
large percentage, which must necessarily accrue in losses 


reduced prices, and are therefore enabled to sell you gods 
at lower prices than they have ever been quoted at before. 


SURGICAL and DENTAL GOODS, | *=. 


. A large supply of everything in this line. 
Agents for al the popular | 


PATENT MEDICINES. 


We have on hand a most complete assortment of all the | roo 
general 


new American and E n Patent Medicines in 
use, consisting in part of the following: 
Ayer’s Medicines. Chevalier’s Life. 


Jayne’s Preparations. Hall’s Hair Renewer. 
Radway’s Remedies. Ring’s Ambrosia. 
Costar’s rations. coum ndall’s Amboline, 
Holloway’s Medicines. tchelor’s Hair Dye. | 
Graefenberg’s Medicines. Hair Dye, 
Helmbold’s Buchu, etc. on’s Katharion. 
Osgood’s Cholagogue, wn’sG 
Wistar’s Balsam. Walker’s Bitters. 
Sanford’s Invigorator. §§_Hostetter’s Bitters. 
Henly’s Royal Balsam. Hamburg Tea. 
Hail’s Balsam. Winslow's Syrup. 


Balsam. 
verwort and Tar. Secs: 
Oil. Thorn’ tract. 


Watt's Antidote. Horseman’s Hope. _ 
Ward’s Kidney Gompound. Baker’s Panacea. 
Kennedy’s Discovery. Cooper’s Balm. 


Chesssman’ 8, Costar s, G "8, 
8, Mott’ 8, Maggiel’s, McLane’s, Moffat’s, 
way’s, Schenck’s, Wrights, etc., etc. 
R. H. CO. 
$4 Platt St, N.Y. 


DRUGS, CHEMICALS, PATENT MEDT.| 


to a credit business among our creditors, in the way of 


VINEGAR. BITTERS, 


—THE— 


PURIFIER 


"\RENOVATOR of the SYSTEM! 


A New and Great. Discovery !° 


subject to, if taken in time. 


A purely Vegetable Preparation, 
which were used by the Natives and Jesuits on the 
Pacific Coast an hundred years 


has been so adjusted b Hn Fe laborions experiment as 
to the best result that is possible for intelli- 
| gence and skill to produce. 


BLOOD PURIFIER and LIFB-GIV- 


PRINCIPAL, 
Tnorensing, the veep of Digestion, exciting the Absorb- 
ents into anc Av: Bg by which all impurities of the 
are carried off, by causing a solution of the diseased 
t, and by Purifyin ng the Bloodit renovates the system 


Superior Remedy 


For those diseases of standing, such as 
Bronchitis, Catarrh, Paralysis, Chronic 


a, peia, Fever and Ague, Jaundice, Seminal Weak. 
Piles, Scrofula, Sore Byes, etc., etc., for 


no person cen take these Bitters geome, fe directions, 
with proper nursing and remain long un 
FOR FEMALE COMPLAINTS, 


| Propalsus Uteri, Whites, Sup- 
pression, Inconti Urine, ete. 
Whether in the Young or Old, Married or Sin; le, at the 
wn of Womanhood or the turn of life, these * Bit- 
’ display sd decided an influence that a marked im- 
provement is soon perceptible in the health of the patient. 
purely Vegetable on, it is a safe and 
relia te remedy for all classes of Females, in every condi- 
tion of health and station of life. It is an infallible 
remedy for those many serious comrlaints which have 
their origin in Derangement of the Liver, such as Dyspep- 
sia, Jaundice, Indigestion, Costiveness, Intermittant and 
Remittant Fevers, Colic and Dysentery, Chills, Nervous 
ellasa Tonic, it the 
Being a gentle ve as wellasa possesses 
peculiar merit of acting as a powerful agent te in 
sagen or inflammation of the Liver. 


WALKERS VINEGAR is a perfect 
e m, off every particle o 
poisonous malian wiles the old are made young, and the 
pale and sallow will become fresh and vigorous. 

NO FAMILY SHOULD BE WITHOUT IT. 

Ap One Handred Dollars will be given for an incurable 
case, where the Lungs are not too gone. or the bones 
are not destroyed by minerals. Let no one despair, for it 
ha’ cured hundreds after their physicians had given them 


J WALKER, Proprietor, 
Post and Powell Streets, 8. F 


R. H. McDONALD & CO., 


and their combination | eral de 


I Challenge the World to Produce a_/ body. 


PURELY VEGETABLE vithe 
rok Tew 


It cleanses, whitens, and preserves the Teeth, prevents 
and arrests decay, removes tartar, sourf, acid accu- 
na, and all other offensive substances from them ; 
prevent ulceration and strengthens the gums, 
ealthy action and DT a firmness and brightness of 
e re ng eca 
teeth, use of tobacco, billous or acid 
really such a toilet luxury as to insure its daily use by ate 
children and adults, 
tien of the Teeth and th of the gums, whilst the 
for it at once announces the favor in is 
ie universally held. 


To Parents, Children, Young Men 
and Ladies. 


Have you ever considered the importance of preservi 

Rinctione from decay? Have you considered the pte 

tions they perform through life? How much your 

th, comfort, voice, and well ne depen apon them ? 

They ~ hardest, most firmly set struc- 

tures uman system, ning strength, symmetry, 

and beauty, and intended to survive ail other parts of the 

Nature has done well her work in bestowing thesa 

beautiful and useful organs, and left to us the duty of pro- 
tecting and preserving them. 

Why, then, does insidious decay so often destroy thesa 
important structures, even in childhood, or before middJa 
age? In answer, we are forced to acknowledge that, in 
nearly all cases, it is our own neglect. 

Handsome teeth and purity of breath is an advan 
which cannot be too tym a prized, as the want of either 
the most unfortunate circumstance that can befall Leauty 


and is alone sufficient to the most perfect 
otherwise inviting charms. 
Nothing adds more to Beauty than clean, white Teeth, 


healthy, rosy Gums, and a Sweet Breath ; on the cont 
the most beautiful face and rosy lips become repulsive 
when are opened, they exhibit the spectacle 


you have decayed teeth go at once to a skillful den- 

tist and have them put in aed ques, after which brush 

them oy | with the Saporns, and by so doing arrest decay, 
@ teeth, and avoid the toothache, with all its 

Sold by all druggists and dealers. . 

R. H. McDONALD & CO., 
Proprietors and 

San Francisco and Sacramento, Cal., and 34 Platt 


‘| racic TOOTHACHE DROPS! 
A Certain Cure for the Toothache. 


SPENCER'S MAGIC TOOTHACHE 

DROPS give immediate and permanent relief to 
the Toothache in its most violent form. They remove sore- 
ness from sees teeth, so that they can be filled by the 


¥. 


dentist, and there preserved. It is perfectly harmless to 
the teeth, con no acids, or other de sub- 
stances. 


Price tw -five cents bottle; also 


bottles, for 
R, H, McDONALD & CO., 
Druggists 


A. ROMAN & CO., 


PUBLISHERS, BOOKSELLERS | 


AND 


STATIONERS, 


READING, 


ATTENTION OF PUB- 
lic to the following Publica.ions, which they have rine 


“THE OVERLAND MONTHLY "— 


ae De of the Country. Numer 
one Jul mm Price, $4 Wa 
le copies | 


«CALIFORNIA ‘MEDICAL 
A Monthly 


a 
numbers, 50 cents. 


PROCEEDINGS OF THE ASSOCIATED 
ALUMNI OF THE PACIFIC COAST, 


» ot their Fifth Antal Meeting, held June 34) "1868. 
Price, Seventy-five Cents 


. 


‘GOING TO JERICO— 


~' Op, Sketches of Travel in Spain and the East. By John 
Franklin Swift. 


Asa describer of famous scen and foreign soci: 
Mr. Swift deserves to rank among 


superiors any where.—Alta 


Boautifal 12 mo. Price, $2 00. 


417 and 419 MONTGOMERY STREET, 


Collateral Number ~ mber one published Jul 
Subscription Price , $5 00 
“HANDWRITING OF GOD.” 


: DESIRE TO CALL THE ATTENTION oF} 


orist, he has ual 
and as a humorist, he no equal smong Ww 
Caltfornia. 


A Novel. By Laura Preston, suthor of “In Bonds” 
charm facinate the reader st 


| (Near Market) 
| 


BAN FRANCISCO. 
RELIGIOUS AND SUNDAY SCHOOL BOOKS. ., 


GEO. B. HITCHCOCK & CO. 
BLANK-BOOK MANUFACTURERS, 
COUNTING HOUSE, 


BANZX, 


INSURA NCE STATIONERS 


et hand 
A Complete Assortment of Fine Stationery. 


WHATMAN’S DRAWING PAPERS, 

Artists’ Materials, 

MATHEMATICAL INSTRUMENTS 

ryt IN EVERY VARIETY, 

At reasonable rates, Wholesale and Retail. 

(ar The Trade supplied on the most liberal terms. gg 
413 and 415 Sansome Sircet, 

Southwest Corner of Commercial, 

SAN FRANCISCO. 


all who are interested in the great work of spread- 

ing the truth, to this book. No work eg for years 

ee saat with such an enthusiastic reception, both by the | 
ple and Clergy, as the 


HANDWRITING OF COD.” 


AGENTS WANTED EVERYWHERE 
FOR THIS 


Wonderful Book, Indorsed by 100,000 
Persons. 


te agents and s Now is the time | 
to the work. If you would do and receive 


the bvok muy be placed in every family, we are con 
strained to make the follagring liberal. : Toany 
(in communities where we have no agent) yao pro- 
| cure an agent to sell Ten Copies of the 


OF 


WE WILE erva 


COPY OF ‘THE WORK 


MUSICAL cuRRicULUM, 
BY 
GEO. F. ROOT, 


‘Teachers| 
Bast. 


TR OTHER STANDARD MUSICAL 


KOHLER, CHASE & CO., 


| 
and other Sunday School Publishers, 
, address us at once for circulars terms. In order | 


TYLER BROTHERS, 


691 MARKET STREET, CORNER THIRD, 
(Nucleus Building) 
Importers ofr 
School Books, Stationery, 

Photographic Albums, 
+ Blank Books, Juvenile and 
Toy Books, Bibles, Prayer Books, 
Portiolios, Writing Desks, Ladies’ Purses, 
_ Rodgers’ Scissors, Pocket Cuttlery, 
Cards, Blocks, Gums, Eto. 
Special attention given to J 


Iuadies’ Stationery, 


which we stamp with purchasers initials without extra 


VISITING CARDS AND ENVELOPES, 


SUNDAY SCHOOL BOOKS. 
CHILION | BEACH, 


DEALER 


JUVENILE BOOKS, 
84 MONTGOMERY STREET, 
(Opposite Lick House) 
SAN FRANCISCO, CALIFORNIA, 
Has constantly on hand a Complete Assortment of 
CHILDREN’S BOOKS, 


adapted to all ages and capacities, embracing the Pabli- 
| cations of 
AMERICAN SUNDAY SCHOOL UNION; 
AMERICAN TRACT SOCIETY; | 
SHELDON; 


CARTER; 
HOYT; 
RANDOLPH, 
ALSO, 
BIBLES, PRAYER. nooxs, 
BOOKS, AND SUNDAY SCHOOL 
| MUSIC BOOKS, 


SCHOOL BOOKS & STATIONERY, 
in great variety. 


MAGAZINES, PERIODICALS AND NEW BOOKS 


To SELL. 


Cotage Bible and Family Expositor. 


1,500 Pages, 860 Pages Comments, 
21 Steel Engravings and Maps. 


Send for Circulars equpntages 


_ Also for a beautaful Engraving, en 


FROM SHORE TO -SHORE, 


thé voyage of life from YOUTH to OLD 


AG 


PACIFIC PUBLISHING on... 
Kearny San Francia 


and Proprietors, 
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‘AUGUST 27, 1869, 


church. We have conifort only in 


THE PACIFIC, 
SAN FRANCISCO: 
THURSDAY MORNING, AUGUST 2&7, 1868. 


Rev. J. A. 
Rev. 8. V. 


Office: No. 609% Sansome street, Government 
Building, Room 20. 
TuroLogicaL. Three days ago. we 
were called upon by two young men, 
Messrs. Eells and Walker, graduates of 
the Pacific University in Oregon, who 
are in this city on their way to the 
Eastern States, to pursue their theologi- 
cal Studies there. One of them intends 
to study at Hartford, Ct., andthe other 
at Bangor, Me. These young men are 
the sons of ministers, and were born 
on these shores. We are glad to meet 
them. We are glad that they have it 
in their hearts tostudy for the ministry. 
We are pleased to think that they will, 
in all human probability, return to. 
preach the gospel in their native state, 
and near the home of their childhood, 
It shows to what a point we have ad- 
vanced when we see those, who were 
‘born here, grown up to manhood and 
entering upon their life-work. More 
especially this occurrence shows what 
need we have of making haste to es- 
tablish and endow our proposed Theo- 
logical Seminary for the Pacific coast. 
Were it in operation to-day, these young 
‘men would not be compelled to go so 
far to find a school for their professional 
training. Were it manned and in read- 
iness, it is likely that these young men 
would enter it now, to remain during a 
part, if not during the whole, of the 
ordinary course of studies in such an 
institution. It is seen that we are rais- 
ing up a ministry of the gospel upon 
this coast. It ought to be seen that we 
are raising up ministers more than half 
way; that we are raising them through 
all the grades of study; and that we 
are not abandoning them just at the 
time when we should do the most and 
the best for them. How long shall be 
our delay? Why should we be wait- 
ing? What excuse can we render for 
not having a place to which to invite 
young men who wish to study for the 
ministry, a place that shall itself be an 
invitation? Must young men not only 
struggle through all the difficulties that 
commonly hedge the pathway to the 
- ministry of the gospel, but be com- 
pelled to go thousands of miles from 
home to get a theological training in a 
good school? We ought to be ashamed 
of this condition of things. We are. 
Shall we now rise out of it? 


Mrs. Lyrte.— We were surprised and 
pained, last week, to hear of the de- 
mise of Mary 8. Lytle, wife of Gearge 
I. Lytle, of Sacramento. She had 
been ill a few days, but not dangerous- 
ly sick more than one day. She was 
' better, and was thought to be recover- 
ing, and her husband was about town 


on business. She called for water, 


drank a little, lay down, soon became 
unconscious, and ceased to breathe in 
two or three hours afterward. The re- 
lapse seems to have been into a con- 
gestive chill. The Sacramento Bee 
speaks of her in these words: 


‘The death of Mrs. Lytle will cause 
a great void in the social circles of Sac- | 
ento. Foremost in all good works 
of a public nature in which women take! 
an interest—anxious to rélieve the dis- 
tressed, to console the afflicted, to make 
merry with the young and be happy 
with the aged , She was widely known 
and everywhere esteemed. Pleasant, 
kind, lively, and self-denying, she was 
welcome in all circles and her company 
was sought for by most. She will be 
as much missed by our ple as any 
woman that could be among 
us ve 


We have known Mrs. Lytle ever since 
she came to California, about 12 years 
ago. She had been a teacher before 
she came hither. For several years 
she kept a private school for young 
children in her own house. She was a 
most faithful and successful instructor. 
And these were favored children who 
were committed to her care. She at 
once united with the church of which 
the writer was then the pastor. Her 
christian character was such as to give 
him no anxiety, but rather help. He 
loved to go to her house, where every- 
thing was tidy, neat, tasteful and at- 
tractive. The sweetness,. purity, and 
order of her nature re-appeared in every- 
thing around her. House, yard, gar-| 
- den, everything showed her presence, 
her touch, her skill, her blessed minis- 
try. She had no children of her own, 
but she lived in the midst of, children all 
her days, and could be their companion 
and their mistress, at the same time, 
and without violence. She had an act- 
ive, bright, inquiring mind, an ardent 
temperament and a strong will. She 
was never idle, alweys resolute, domi- 
nant.in Her cheerfulness, and steady in 


thought that her sweet spirit ie-at fest. 


Treaty.—A formal treaty has been 
made by our Government with that of 


.|China. It has been ratified by our au- 


authorities, and will be, ne. doubt, by 
thége of. China.) .Thé text has«been 
published. The stipulations may not 
be quite perfest, but they are inthe 
right direction. The treaty recogriizes 
the great Chinese nation ag oneof th 

family of civilized nations. It is a re- 
cognition of the unity of the great hu- 
man race. It shows .a. disposition to 
make the of China: that be 
made of that power. . It ‘gives dignity 
to the nation, - Itputs the nation on its 
good behavior. It bri the nation 
into. new fellowship. It ‘that 
vast country under 
tional laws, It redeems. the. country 
from the partial dominion of barbaric 
customs. It sets all the learning and 
majesty of the kingdom into fit rela- 
tions. It makes it necessary for those 
in official relations to study the history 
and practice of all the .other. great na- 
tions of the world. At first, our‘com- 
merce may not receive any special ben- 
efit from it. Time will be needed to 
bring about the many possible adjust- 
ments. The new responsibilities thrown 
on that Government will quicken and 
exalt it. There is nothing like the sense 
of responsibility for clothing an individ- 
ual or a people, with dignity and 
strength. We are sobered and exalted 
by being treated with and trusted. We 
grow courteous, steady, and manly by 
being dealt with as men. We honor 
them that come to us with honors. “We 
assimilate ourselves to those who seek 
our fellowship. The treaty will be of 
service to all people'in the end. For 
the present, its best results will enure 
to China, in a moral rather than ina 
material way. America has done a 
good thing. America will reap the 
good she has done in all the years of 
the future. 


Farrn.—Monday afternoon we took one 
view of the Fair of the Mechanics’ In- 
stitute by daylight. The number of 
people in attendance was moderately 
large. The view in the daytime is far 
more satisfactory than that ‘at night, 
when one wishes to make any close and 
careful examinations. In the northeast 
corner room are many etchings and 
drawings of the pupils of the Denman 
School, which reflect credit on the in- 
structor, Burgess. Here are also our 
California woods in specimens variously 
prepared, or made up into articles of 
furniture, for the parlor and sitting- 
room—most beautiful they are. The 
stereoscopes of Houseworth & Co. were 
in great demand, and his views of Pa- 
cific coast scenery excite continued ad- 
miration. We examined the specimens 
of stone for building purposes, which 
is made by a patented process from 
sand and other ingredients. It prom- 
ises well. If it can be made at a cheap 
rate, our great sand hills can be utilized 
and our houses can be built of stone as 
readily as of brick. The stone can be 
moulded into shape for the ornamental 
parts of a structure as easily as brick 
material. The safe on exhibition by 
Kittredge & Leavitt, made for the State 
Treasury, is a fine piece of workman- 
ship. It weighs 5,000 pounds, and 
costs 2,000 dollars. It is believed to 
be absolutely burglar-proof, not fire- 
proof. It is made to be placed inside 
of a vault, It cannot be cut through, 
nor blown open. The same firm ex- 
hibit some shears for cutting iron, that 
would make nothing of sheets or bars 


buggies are marvellously light, neat 
and strong. The patterns, styles and 
springs are novel. Poor ministers have 
to go a-foot nsually. Should any one 
make us a present of one of these 
handsome articles, it would be of no 
use to us till some one also gave a horse, 
and some third person provided us with 
astable, When we got to this point, 
we had to leave and take a short walk. 
Long live the Fair ! 


Councit.—The Roman pontiff, Pius 
IX, hasrecently issued bull from Rome, 
ordering an CScumenieal Council to a:~ 
semble in that city in the month of De- 
cember, 1869. More than three hundred 
years have passed since an (icumenical 
Council of the Roman Catholics was 
last held. That last Council is known 
as the Council of Trent. What changes 
have come in these three centuries ! 
The great. Reformation hes spread to 
the ends of the earth. The Protestant 
nations have grown and flourished. The 
Roman Catholic powers have dwindJed 
and decayed. The sceptre of empire 
has forever passed away from the hands: 
of Roman Catholic nations. No gov- 
ernments but those of Spain and France 


her perseverance. We condole with her 


any longer believe in, or pretend to 


but so much cheese. The carriages and | 


husband. We sympathize with the| support, the supremacy of the Pope in 


of the Pope have been reduced to 
a féw square leagues of territory adja- 
cent to Rome,. The, number of Roman 
Catholics in the world has but slightly 
increased during these centuries of 
gfeat advancement in civilization, sci- 
mee, commerce, wealth, learning and 
religion. No wonder that it is felt that 
@ council. is.wanted. One has been 
‘wanted for a hundred years. This one 
comes too late. ..Jts objects are, no 
doubt, mainly ‘political, The Roman 
establishment has been more a political 
than a religious establishment, ever 
since the time of the-crusades, The 
Papal manifesto confesses that ‘‘ a hor- 
rible tempest now agitates the Church ” 
(Roman Catholic), It mourns that the 
education of the young is ‘‘ nearly every- 
where withdrawn from the clergy.” The 
poor old gentleman'who wears the tiara 
willsleep in the dust before the ‘‘ hor- 
rible tempest” is over; and his succes- 
sor will haye 20. power to quell it. 
Things can, never again be as they have 
been, in Rome, or in any Roman Cath- 
olic country. We hope that the coun- 
cil will meet. We doubt not that it 
will do good ; but not in the way that 
the Roman authorities anticipate. We 
‘hope that it ‘will have the wisdom to 
abandon what is called the ‘‘ temporal 
power.” We hope that it will take the 
ground of progress and reform, and set 
the whole establishment at work to im- 
prove the morals and the religion of the 
population it controls. There is a great 
deal to be done in this its legitimate 
sphere. | 


Religious Emotion Natural. 


Many persons deny the propriety of 
giving much scope to. the emotional 
part of our nature when religious ques- 
tions excite the feelings. They urge 
calmness. Let the sinner, they say, 
take this matter quietly; he is too much 
excited; such violent feeling is altogeth- 
er unbecoming and injurious. But emo- 
tion, even of an intense degree, is one 
of the most natural exercises of the 
soul.. There are subjects of thought, 
there are times and seasons which are 
recognized by every one as calculated 
to call out the deep feelings of the hu- 
man heart. It is no strange thing for 
the, pages of fiction to draw tears. 
Who ever read Uncle Tom’s Cabin 
through to the death of the brave, black 
hero, without weeping? Spectators of 
the drama have been known, not un- 
frequently, to be aroused to the most 
violent excitement, the warmth of their 
feelings carrying them, either in enthu- 
siasm or in pity, beyond all ordinary 
control. Shakspeare represents his 
characters as driven to wildest frenzy 
sometimes, by their emotions. Every 
reader of the immortal poet knows 
what passionate grief, what bitter self- 
reproaches, what unconquerable sad- 
ness, what tender pleadings, have words 
and the expressive movements of dra- 
matic action given them by this master 
artist; yet not oneis so presumptuous 
as to condemn these portraitures of 
character as affected and unnatural. 

For such things take place in matter- 
of-fact life. Early settlers on these shores 
can recall occasions of various charac- 
ters, when, among the gold-seeking ad- 
venturers, emotional excitement became 
intense, and feeling and impulse ruled 
the hour. In New York, during the 
progress of the late war, there were 
days when speculation ran high, and 
victory or defeat, or panic, so affected 
the stocks that Wall street, packed from 
curb to curb with exeited gold dealers, 
seemed anything but a place of staid 
and sober business. There were gath- 
ered a mob of frenzied brokers and 
speculators, shouting, gesticulating, 
stamping, cursing, laughing, weeping; 
but there appeared nothing unnatural in 
their demonstrations to those who knew 
that, of that crowd of seeming lunatics, 
hundreds were at that instant losing 
great fortunes and becoming . beggars, 
and hundreds of others were then and 
there building up glittering palaces of 
wealth with the quickness of Aladdin’s 
magic spell. Such, however, is the 
sentiment of the world, that a man may 
be anxious even to madness about gold, 
and it is all very proper, but if he is 
‘much excited or anxious about his soul, 
he is going entirely beyond bounds. 
History shows that in critical periods it 
is no unusual thing for persons to be 
profoundly moved by the perils of the 
times. During the reign of terror in 
France intense anguish came upon 
matty; ‘their blood grew feverish, their 
nerves became all unstrung, and their 
hair sometimes changed from black to 
white im a single night. Even Napol- 
eon, later-in the revolution, usually so 
calm and self-posseased on the battle- 
field, by a few strong words, inspiring 
his soldiers with resistless enthusiasm, 


found himself almost without speech 


before the Council of Five Hundred, 


“Under the auspices of the Rev. J. P. 


at St. Cloud, who charged him with|Moore, the City Missionary, a weekly 


treason a assaulted him with daggers, 
and’ in ‘the violent excitement of that 
most critical moment of his life, could 
jerk out only a few incoherent sentences. 


If, then, the emotional part of our. 


_Rature is 90 strong withip us; and at fit 
times has right to rule us, we are pre- 
pared to see that of all things in this 
world, religion is most tiaturally suited 
to stir the deepest feelings we have. 
If the fabricated’ plot of a romance 
writer can thrill us even to tears, ought 
not the real plot’ of dur own most sol- 
emn lives to move us powerfully? If 
the tragic scenes of some high-wrought 
drama have made the whele audience, 
in a thronged theater, hang breathless 
in suspense upon the studied phrase or 


deed of a reciting stage -player, or rise 


as one person in an outburst of enthu- 
siasm or of horror, shall not the unaf- 
fected tragedy of this strange world, of 
which the theater is but a hollow mim- 
icry, take strong hold of our feelings, 
who are not idle spectators, but living, 
interested actors? If the upheaving of 
society—times of revolution, anarchy 
and blood—fill men with cruel anxieties, 
‘and make young men old in a day, as 
staunch new steamers are made old 
hulks, sometimes, by a single storm, 
ought not the fierce fightings going on 
against moral government, carried on 
by devils and men, ought not this great 
struggle of the ages to startle us out of 
accustomed indifference when brought 
vividly to our thoughts? If it was 
beautiful to see the grief of a nation for 
the martyred Lincoln, over whose cruel 
fate strong men shed bitter tears, shall 
any call him unmanly who weeps for 
his sins, remembering him who gave up 
life that the sinner might not die? 
These principles and facts teach us 
that we are much too sluggish in our 
ordinary religiouslife. "We observe the 
proprieties too much. Ministers think 
of dignity, and grace, and argument, 
and forget that the native depravity of 


-those before them is in their hearts. 


They are afraid, sometimes, to utter 
the feelings which burn as a fire in their 
bones, lest they be said to indulge in 
rant and rhetoric. But what rhetoric 
can go beyond the realities of Christ’s 
spiritual kingdom— its glories, its bles- 
sings, its eternal joys? What rhetoric 
can open fully to the sinner’s view, the 
great trap door of hell, into which he 
may drop any moment, while he holds 
out asa rebel against the good God who 
would bless him with his everlasting 
love? Christ saw, as man cannot, these 
perils, and the whole future of the 
righteous and ihe wicked, and there- 
fore we find tenderness in all his en- 
treaties, earnest feeling in every word 
he spoke. 

We may, therefore, take it for granted 
that he will not find heaven who keeps 
down every honest impulse to seek it, 
but rather he who presses boldly to- 
ward its gates, caring not at all though 
the devil’s world call him enthusiast, 
fanatic, or madman. Tor in that hour 
of earnest seeking, faith, weak though 
it be, will tell him that God rules the 


universe, and that the empire of his 


Son bears sway over the doomed and 
ruined kingdom of Satan. R.B. 5S. 


Religions Butelligence. 


The West. 


. For more than a year no Sabbath 
evening services have been held at the 
Third Congregational Church, except 
the Monthly Missionary Concert. At 
the weekly prayer-meeting, on the 19th 
inst., the church voted to resume the 
preaching service in the evening, and 
services were accordingly held Sab- 
bath morning. and evening. The 
evening service was well attended, In 
the morning the pastor preached a ser- 


“mon on ‘‘ Gospel Pioneering,” and a 


collection was taken for the Home Mis- 
sionary Society, amounting to $21 65. 

The good people of Santa Barbara 
have invited the Rev. W. L. Jones, 
lately of Eureka, in Humboldt County, 
to become the acting pastor of the flock: 
of the Lord in that vicinity. He has 
concluded to accept the invitation, and 
will begin his labors in the new field in 
a few weeks. It is rather a herdship 
for him, however, to leave the field on 
which he has toiled so constantly the 

The Young Mens Christian i 
tion still maintains street i 
every Sunday in front of the What Cheer 
House. Street preaching in this city is 
done under some difficulties, and at- 
tended with some_inconviences from 
wind, dust, and cold. An audience large 


prayer-meeting has been established at 
‘the corner of Steiner and Tyler streets. 
Tt is, so far, well attended. It is held 
Friday evening. 
The Hon; John Bidwell, of Chico, 
‘himself a worthy temperance man, 
has presented to the City Missionary 
Society, of San Francisco, for , me- 


dicinal uses, seven casks—500 gallons 


—of superior wine, which he has had on 
hand for several years. He would-not 
use it himself, nor give it to his friends 


to drink, nor put in the market. He | 


has made the donation in this direction 
in the hope that the article might thus 
be of some real service in a humane 
and beneficent way. Measured by a 
money standard, the value of the gift 
would exceed $500. 


The Ladies of the Second Congrega- 
tional Church will give a tea-party F'n- 
day evening, August 28th in the base- 
ment of the Church, on Taylor street. 
The avails of the evening will be placed 
in the organ fund, which needs replen- 
ishing. The organ is building, and 
will be ready for its place ina month 
or two. Alb who are disposed to aid so 
worthy an object are invited to the tea- 
party. 
| The grand old Sunday School of the 
First Congregational Church,celebrated 


its nineteenth anniversary last Sunday | 


night. The weather was cold, damp 
and foggy, but the attendance was very 
large for all that. The attention was 
excellent. The spirit, feeling and en- 
thusiasm of the meeting were well sus- 
tained to the close. The pulpit was 
garnished with flowers, and the table 
in front of it was laden with books for 
presents. The choir sang the introduc- 
tory, and the school recited the Com- 
mandments in concert, and chanted se- 
lections from the 146th Psalm. The 
pastor made a prayer and read a por- 
tion of the Scriptures, after which the 
school sang. lL. B. Benchley, Esq., 
the Superintendent for many years, is 
still in office. His report states: ‘‘ The 
school now numbers 402 scholars and 
63 teachers, with an average attendance 
of 352. But two deaths have occurred 
during the year. Interesting reports 
have been received from I. Kapali and 
wife, the native missionaries supported 
by the school on the island of Ebon, 
in the Micronesian Group. The Libra- 
rian’s report shows 1,250 volumes in the 
library, of which 850 are for general 
circulation, 100 for infant classes, and 
the remainder for teachers’ use. The 
‘report of the Treasurer shows annual 
collections from the school for mission- 
ary purposes, of $433 50, and other 
items making $882 80, with expendi- 
tures amounting to $896 81.” Ad- 
dresses were made by Irving M. Scott, 
C. ©. Coffin (Carleton, of the Boston 


Journal), and by Dr. Stone, the Pastor 


of the Church. At an early hour the 
exercises were concluded, and all went 
home glad and thankful. 


Haydn’s Oratorio of the Creation 
was repeated last Thursday evening by 
the same performers who rendered it on 
the first occasion. We were not able 
to listen to it again. Some of our ac- 
quaintances, gentlemen and ladies, 
clergymen and laymen, were there, and 
were both charmed and delighted. Some 
of them were singers and musicians, 
and much better judges of music than 
ourselves. We are pleased to know 
that our opinion of the Oratario and its 
performance are abundantly confirmed. 
One of them added: Now for the Ora- 
tario of Elijah.. We hope that these 
gifted performers will take the hint, 
jand not forget that somebody has com- 


posed music concerning Moses in” 


Egypt. | 

The Rev. Jas. A. Daly, of Stockton, 
will deliver two lectures in the Congre- 
gational Church, in Oakland, on Thurs- 
day and Friday evenings of the present 
week. His travels in the Holy Land 
will afford the theme for his lectures. 


| The Congregational Church at Hay- 


wood’s have decided to have a bell, and 
a subscription has been started to pro- 
vide the requisite funds. The leading 
subscriber was down for one hundred 

The numerous friends of the Rev. 
Dr. Scott, formerly pastor of Calvary 
Church, in this city, now of the Forty- 
Second Street Presbyterian Church, 
New York, will bé glad to learn that 
both he and wife have recently returned 
from. Europe, in !improved health. In 
& private: letter mow before us, dated 
Aug. 12th, he says: ‘‘ I am writing and 


enough for.a small church can elways | preaching two new sermons every week, 


be obtained, well-behaved and attentive. 
The service should be heartily sustained. 
The editor of this paper preached last 
Sunday. The Rey. Mr. Urmy will 
preach Sunday, August 


besides attending the sick and funerals; 
not_only for my own people but, for 
other congregations also, for the pastors. 
of this city, are literally almost, if not 
‘quite, every one of them out of town. 


Oné of the ‘pioncers—y, 
Ansel Ives Easton—died of cancer oj 
the lungs on the 22d of August, at 
‘Milforae Rancho, San Mateo. yy, 

arrived here on the steamer 
Tennessee early in 1850, and soon afte, 
established ‘an ‘extensive laundry ,; 
North Beach. . He afterward purchaseg 
a farm in San Mateo county, which be. 
came famous for the value of its im. 
provements and particularly of th, 
stock, which the proprietor took great 


pride in raising. Mr. Easton becam, 
wealthy, and none in distress ever ap- 
plied to him in vain. Mr. Easton, 9 
the time of his death, was about fifty 
years old. His funeral was attendeg 


|from Calvary Chureh, in this city, Jas 


Tuesday. 


Bishop E, M. Marvin, of the Metho. 
dist Church South; who arrived from 
the East last week, preached his firs 
sermon on the Pacific coast in the Minna 
street Church last Sunday. A very 
large congregation was present to wel- 
come the advent of the Bishop among 
them. His style is of that practical, 
earnest, passionate, kind that goes right 
to the heart; there is no attempt at 
display or ornamentation, common to 
so many ministers, The subject of his 
discourse was, ‘‘The Immortality of 
of the soul, and its fitness to enjoy ce- 
lestial glories.” His sermon was lis- 
tened to with marked attention. He 
gave the people distinctly to under- 
stand that he came here to preach 
Christ, and to invite sinners to embrace 
His religion. Bishop Marvin is about 
45 years of age, and has been preach- 
ing since he was eighteen years of age. 
Examiner. 


Last Thursday for the first time we 
received the Sacramento papers of that 
morning at noonday. These papers 
came over the new route through Yolo 
County to the present terminus of the 
Tailway that reaches tide water at Val- 
lejo. The new route promises to be an 

expeditious one in a few weeks more. 


In an exchange we find the following 
notice of a former California minister. 
‘Dr. J. T. Peck is expecting to donate 
one thousand dollars at an early day to 
found two scholarships in the Mission 
College in India. This is to be given 
in memory of his foster-daughter, Mrs. 
Pierce, who fell as a missionary martyr 
on the soil of India.” 


The Presbytery of California will 
meet in the Larkin Street Church, San 
Francisco, Wednesday, Sept. 9th, 1868, 
at 74 o’clock Pp. u., and will be opened 
with a sermon by the last Moderator, 
Rev. Charles R. Clarke. , 


Rev. Dr.. Lindsay, arrived in this city 
last week, and entered upon the pasto- 
rate of the First Presbyterian Churcb. 
We welcome the Doctor, and have no 
doubt his experience will be like that of 
others, the more he becomes acquaint- 
ed with Oregon, its climate and people, 
the better he will like them.—Oregon 
Christian Advocate. 


The Solano Herald of Aug. 22d says: 
Tuesday last, under the auspices of Mrs. 
Dr. Cushing and Mrs. Dr. Norman, 4 
large number of the ladies of Suisun 2s- 
sembled at the residence of the former, 
with their sewing-machines, and execut- 
ed an almost unlimited amount of sew- 
ing for Mrs. Rev. D, E. Bushnell, who, 
by reason of ill health and partial blind- 
ness, has been for some months incapac- 


| 


litated from performing, or even supél- 


intending, that branch of domestic it- 
dustry.- They also provided an ample 
and really elegant supper for such as 
chose to call and spend the evening; and 
at a hint from wives, sweet-hearts and 
lady-acquaintances, the rooms of the 
worthy Doctor were filled with the 
friends and well-wishers, of both sexes, 
of the afflicted lady and her esteemed 
husband. The occasion was one of re- 
fined enjoyment, and we are glad to be 
able to state that it netted about $40. 

The Vallejo Recorder says: The am- 
| ount realized from the Presbyterian Fair 
and Festival, after paying all expenses 
ig $740 57. This, in consideration of 
the scarcity of money, just at this time, 
‘and the frequent calls in this direc- 
tion, we consider a decided success. 
A party of excursionists from San 
Francisco visited Vallejo last Sunday. 
The Hoodlum gang was along in full 
force. The members of that recherché 
organization signalled their arrival by 
an attack on a China wash house 
wound up by raising an alarm of fire. 
Last Sabbath as a clergyman of ths 
city was on his way to attend his after 
hoon service, accompanied by two ladies, 
‘one of the ‘guests of the City,” whos? 
arrival is noticed in another paragrsp?: 
reeled up to and almost against one °! 
the ladies. ‘ ‘The gentlemen referred 
pushed the blackguard away, for dois 
which he was followed with threat, 
curses, and obscene language to tb? 
very church door. 


| 
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A meeting of the Presbytery of Be- 
nicia, was held at Healdsburg, Aug. 13, 
for the purpose of transacting business 
relating to the Alexander) Academy, 
lately donated to the Presbytery of Be- 
nicia by Mr. Cyrus Alexander. A reso- 
jution, accepting the gift, and appoint- 
ing Rev. Thomas Frazer and Elder 
Morgan a committee to tender the 
thanks of the Presbytery to Mr. Alex- 
ander, was adopted.—Occident. 
The East. 
GONGREGATIONAL, 
Massacuuserts.—As fruits of the 
cent revival in the, Congregational 
church of Ware Village, Rev. A. E. P. 
Perkins, pastor, 33 united with it by 
profession on the first Sabbath in July. 


Twenty-seven persons were admitted 
to the Congregationa] church at Jamaica 
Plain, the first Sabbath in July... The 
salary of the pastor, Rev. F. B. Perkins, 
has recently been increased. 

Twenty-three persons united with the 
Congregational church at Attleboro at 
the last communion, and eight with the 
church at Assonet. 

On the fifth of July, 1843, Mr. Ed- 
ward P. Blodget was ordained pastor of 
the Congregational church in Greenwich 
Msss., and on the twelfth of the same 
month he was married to Miss Mary 
Webb, who was one of a family of sev- 
enteen children born on the eastern 
coast of England. On Sunday, the 5th 
of July, Mr. Blodget preached a memori- 
al sermon in review of his ministry of 
twenty-five years, and on Friday, the 
10th inst., the silver wedding and the 
union of pastor and people were cele- 
brated. The public services were held 
in a shady bower near the parsonage, in 
the presence of several hundred people. 


Ruove Istanp.—The statistics for 1867 
have just been collected. There are in 
the state 24 churches, with 2835 mem- 
bers; an average of 159. Added in 1867 
by profession 298, by letter 105, total 
403: an average of 17, or 11 1-2 per 
cent. 160 were removed; leaving a 
gain of 243, or seven per cent. 162 
adults were baptized, and 33 infants. 
The Sabbath schools contain 4682 schol- 
ars; an average of 195, and a gain of 
140 over last year. Four churches re- 
port, in addition, mission schools with 
a membership of 407. The18 churches 
which state the amount of their charita- 
ble contributions, report $42,564: an 
average of $2,365. 10 churches have 
pastors, 8 have acting pastors, and 6 
are vacant. 

PRESBYTERIAN. 

In a sermon preached in memory of 
the late Stephen Van Rensselaer, Rufus |. 
W. Clark, D.D., says: ‘‘ I may say with- 
out hesitation and with gratitude to Al- 
mighty God, that during the five years 
that I have ministered to his spiritual 
necessities, his mind has been upon 
heavenly things. I have never known 
in the history of my ministry a man who 
manifested a more earnest desire for a 
full assurance that his sins were par- 
doned, and his name written in the 
book of life, than he who has left us for 
the spirit-land. I have never known a 
Christian who felt his own unworthiness, 
and his entire reliance upon the merits 
of Jesus Christ for salvation, than did 
our departed friend.” 

Acws Summary. 


City Items. 

The importation of/fine paintings from abroad 
is increasing in San Francisco. Besides the 
large numbers by some of the best American 
and foreign artiste, consigned te private orders, 
some excellent works of the modern school are 
imported for public sale. Jones and Wooll 
have just received four European pictures which 
are attracting the attention of resident artists 
and connoisseurs. 


The park proposed for this city, as shown by 


the map in possession of the Clerk of the Board , 


of Supervisors, will contain about eight hundred 
acres. The desideratum calling for the euarliest 
attention is a nursery for trees which will here- 
after be required. This should be at once com- 
menced, and should consist of several acres of 
the best located land to be found within the 
tract intended for a park. Everything here 
would grow rapidly under thé care of an experi- 
enced gardener. 


The city Railroad Companies report their ag- 
gregate receipts during the month of July, as fol- 
lows: Central, $15,464; Market Street, $11,344; 
North Beach, $24,664; Omnibus, $28,826; Po- 

trero, $2,803; Sutter Street, $9,317. Total, $92,- 
418, The total réceipts of the companies since 
January Ist, is $559,074. 

The trial of the California steam plow came 
off on the vacant lot at. the corner of Folsom and 
Twenty-fifth streets last Saturday afternoon. 
The exhibition was witnessed by about one-thou- 
Sand persons, among whom were many of our 
farmers. The ground selected was an old stub- 
ble-field, but from the dry and baked condition 
of the earth the trial was not what it would have 
have been had the soil been damp. 


Mr. Geo. H. Burgess has just: completed for 
8. Brannan, a large water-color view of San 
Francisco, from Clay street hill, enlarged from 
an old sketch taken by Pendergast in 1850. As 
& specimen of water-color painting, the picture 
reflects the highest credit upon Mr. Burgess; 
but it is historically valuable, as nearly every 
in early San Francisco is delineated. 


Henry Kimball wes t thrown from ¢ a street 
sprinkling cart ‘on Broadway near Dupont street 
on Friday last. He was driving his team along 
the street when it came in collision with a heavy 
express wagon, and he was thrown off, and un- 
der the horses feet. In backing, the express 
team trampled on him and broke two of his ribs. 


The wood work in the third story of the 
Mint caught fire from a defective flue, last 
Thursday. It was extinguishe? without much 
difficulty, and without calling out the Fire De- 
partment. The damage was trifling. 

Many owners of groceries in this city deem to 
be unaware of the fact that boxes containing 
sardines for retail, require revenue stamps. 
On Friday last, some of the deputies of the Col- 


re- | lectors office took & wagon and went among the 


groceries, and before noon they had made 
so many hauls of the delicate little fishes, that 
their wagon was filled almost to overflowing. 


Wm. Largan, administrator of Edward Lar- 
gan, has brought suit against the Central Rail- 
road Company for $50,000, for injuries received 
from which Edward Largan died. The father, 
Wm. Largan, alleges that the injuries received 
by his son, were through the negligence and 
carelessness of the defendants’ agents. 


Friday morning a man named J. Harding was 
run over by a wagon laden with hay, on East 
street, and had his right leg broken. He was 
taken home, and surgical assistance summoned. 


The mortality in the month of July of 1867, 
was 248, and in 1866, 214, this year, 346. It 
has not been chiefiy by small-pox that the death 
rate has been enhanced. The excess of deaths 
over July last year is 98, and only 37 of these 
are from variola or varioloid. There has been 
a great mortality among children. InJuly 1866, 
102 children under 5 years of age died; in the 
corresponding month of 1867, 111 died uuder 
that age; in July, 1868, 176 died. 


A man by the name of T. Mooney, born near the 
blarney stone, formerly a peripatetic lecturer on 
the woes of Erin, now engaged in what the En- 
glish call the ‘‘Assurance” business, bad a han- 
quet given him the other night at the Brooklyn 
Hotel, a place frequented by Roman Catholic 
priests. It is not known to the public who paid 
the most toward the expenses of the banquet. 


The Mining and Scientific Press says: The 
most important total eclipse of the sun which 
has ever taken place, in any age, occurred ou 
Tuesday Aug. 18; invisible, however, on this 
hemisphere. From a peculiar coincidence of fa- 
vorable circumstances, the duration of the total 
eclipse was prolonged nearly seven minutes, 
a longer time than the sun has been obscured 
by an eclipse,for the last three or four thousand 
years, and longer than any which can occur so 
far as eclipses have been calculated for the future 
—about 400 years. | 


State Items. 


The Alpine Chronicle, of August 15th says; 

Tuesday last, a severe accident occured to Ham- 
den, son of H. A. Cogwin, at Cary’s Mills. He 
was swinging on a limb of a tree, which gave 
way under his weight, precipitating him to the 
ground, a distance of fifieen feet. He was in- 
sensible when picked up. The right ankle was 
split. One eye was so badly injured it was 
ye he would lose the sight of it. 
7 It is estimated that there are about 60,000 
head of sheep grazing on the mountains, adja- 
cent to the Big Tree road, between this place 
and Murphy’s. 


The Nevada Gazetie, of August 20, says: The 
town of Truckee is being rapidly rebuilt, but 
not much can be said of the style of the build- 
ings. A fine hotel is being built by Campbell, 
but it will not be opened for some weeks. The 
lumbering business at Truckee and vicinity is 
immense. The railroad company are sending 
forward sixty or seventy car loads of ties daily. 
Ten car loads are sufficient for one mile of the 
road. Many old residents of Nevada and vicin- 
ity have settled at Truckee. 


The Sacramento Union, of August 18th, says: 
A gentleman who came over from Wadsworth, 
yesterday informed us that a brakeman on a 
freight train was killed between Reno and Wads- 
worth, Friday evening, in consequence of his 
falling between two of the cars while the train 
was in motion. 

The Plumas National of August 15th says: 
The present year has been an unusually favor- 
able one for the farmers in our valleys, although 
the spring was verry late and backward. We 
have had scarcely any frost, and the hay and 
grain crops will be large. Vegatables of all 
kinds look finely, and the fruit trees are loaded. 

..A company of six Chinamen, in Granite Basin. 
last Saturday, were robbed by four “‘pads,”’ 
masked—one of them supposed to be a ‘‘nigger.’’ 
They tied the Chinamen, and very detiberately 
took from them their money—about eit 
what provisions they had, and left. 


The Suisun Press, of August 19th says: The 
Masons and Odd Fellows at Silveyville are talk- 
ing of building a hall under joint ownership. 
.. Last Saturday morning some one set fire to 
four stacks of grain, at Green Valley, belonging 
to Durbin and George Mason. The stacks con- 
tained the crops and gleanings of nearly one 
handred acres of choice land, and the loss will 
fall exceedingly heavy upon them. Millard 
Meister and one Chris. Applis have been arrest- 
ed, charged with the crime. 


The Clear Lake Courier of August 15th says: 
Last Sunday evening one John Way, who re- 
sides at Upper Lake, in this county, made an 
assault upon his own father, an old man of 65 
years, and generally known as “Pap Way,”’ 
knocked him down with a rock in the first place, 
and afterwards shot him, but not fatally. 


The Stockton Independent of August 20 says: 
The work of putting up the wires on the new 
telegraph line .is,.being. pushed forward with 
considerable expedition. A squad of men left 
this city yesterday to work on the line bétween 
this city and the San Joquin river. It has not 
yet been determined by the company whether a 
cable will be used in forming the connection ac- 
cross the river, or a mast sixty feet in hight be 
placed on each side’of the stream in order to| 
suspend wires at a sufficient elevation to permit 
steamboats and sailing craft to navigate without 
interruption. — 

The San 20th says: 
Jesse P. Lovelady, a resident of Santa Clara 
Township, committed suicide by shooting him- 
self with a rifle, on Tuesday last. He was a 


native of Missouri, 45 years of age, an@ leaves 


4 whe Calaveras Chronicle of August $34 says: 


fongys and buildings of the ranchers. 


the tide was two feet higher than ever before 


“natL—The first bale of new (strict nfid- 


a fasnily in indigent circumstances; He 
had lo ‘been in bad health, 


between San Carlos and San Salvador, | 


tending back to Third, 
depot and machine shops. _. 


The San Jose Patriot, of Angust 19th, pays: 
The directors of the Alameda Horse Railroad 
yesterday entered into a contract with 8. J. 
Davemport, of San Francisco, for completing 
the road and furnishing the materials, 


for the distance of four miles; the whole to be | 


completed on or before the first day of Novem- 
ber next, ready for the cars. — . 


The whole country has been on fire in this vi- 
cinity during the past week, The long contin- 
ued hot weather has ren the grass and 
bushes as dry as tinder, and when ignited burns 
with great rapidity. Much difficulty has been 
experienced in keeping it from destroying the 


The Santa Cruz Sentinel of August 22d says: 
The tides, on the Santa Gruz beach, have risen 
higher this season than any previous summer 
within our memory. On Friday, August 13th, 


known, and swept clear over the sand ridge at 
the bath house, carrying away a small building 
and spreading a good depth of water over the 
salt marsh, never before covered with sea water 
from the waves. | 


Gelegraphic Summary. 


New Orleans, August 19.—Gen. Buchanan 
has {ssued orders prohibiting interference by 
the military with thé civil authorities, except 
under ,instructions.....Washington.—Rumors 
that our Government conten plates a protecto- 
rate in Mexico are prodmounced, in a responsible 
quarter, to be without foundation... . . St. Louis. 
—Latest advices from Kansas say the Indians 
have left Solomon Valley, and quiet is restored. 
Most of the settlers who were driven away are 
returning to their homes. The Union Pacific 
Railroad is now completed to within 90 miles of 
Green River. It is reported that considerable 
difficulty exists at Green River City, between 
the settlers and the agents of the railroad.... 
New York.—Early yesterday morning, officer 
Crittenden was assaulted by a gang of rowdies, 
on the corner of Prince and Mercer streets, 
Thaddeus Steven’s.will has been admitted to 
probate. He donated the bulk of his property 
to his nephew, Capt. Thad. Stevens, on condi- 
tion that he totally abstain from intoxicating 
liquor. 


Boston, August 20.—A cordial reception was 
given to the Chinese Embassy by the citizens 
and city authorities on their arrival here to-day. 
Dr. Chas. P. Powers has been held to bail in 
the sum of $10,000, on a charge of causing the 
death of Mrs. Bowen by malpractice.....New 
York.—Deputy Collector Grady has seized two 
of the largest distilleries in the country, which 
will be held for the payment of over $800,000 
tax. A mail car, which left here last night, on 
the Central New Jersey Railroad, took fire, and 
the contents were badly injured. The cattle 
disease has appeared in various localities 
throughout the State of New York. A number 
of cattle have died. Washington.—No appoint- 
ments of Supervisors, under the new revenue 
law, have yet been made. The President offi- 
cially announces by proclamation, that the Leg- 
islature of Georgia has ratified the Fourteenth 
Amendment to the Constitution. Information 
has been received at the Postoffice Department, 
warranting the belief that the British Post- 
office Department will assent to the proposed 
modifications suggested by the Postal Con- 
vention. 

New York, August 21.—The tobacco manu- 
facturers held a meeting to-day. A communi- 
cation was received from the Commissioner of 
Internal Revenue, stating that 10 per cent. dis- 
count of other manufacturers could not be al- 
lowed on tobacco stamps. John Kennedy was 
executed at Canton, N. Y., yesterday, for the 
murder of Thomas Hand, iin February, 1867. 
Albany.—A death from cholera occurred at 
Bellevue Hospital to-day. The patient was 
picked up in the street and died in half an 
hour. The Hartford (Conn:) Live Stock Insur- 
ance Company has ‘been sutpended, having 
lost $410,000 within 22 months. 


Boston, August 22.—The State Prohibitory 
Committee has.issued an address to the Repub- 
licans of Massachusetts, urging a _Prohibitory 
liquor law. Hon. Wm. Claflin has finally con- 
sented to have his name used as a candidate for 
Governor at the ublican State. Convention. 


..Néew Y: ork.—The deaths this week are 731, 


Several persons who attentled a Methodist camp | WILSON-AYERS—In 


meeting are said to have died since their return 
home, from eating the meat of diseased cattle 
sold there. The new City Register, Jones, in 
a published letter, intimates that he will be- 
stow all offices at his disposal upon . Repub- 
licans.. .. .Chicago.—Dispatches from Tennes- 
see say & reign of terror is universal through- 
out all the counties. At a distance from the 
principal cities there is less safety for Union 
men than during the war. . 


New York, August 24.—A dispatch from 


White Sulphur Springs states that General Ros- | no 


encrans is. there for the purpose of consulting 
with Gen. Lee and other Southern Generals 
with regard to a plan for the general reconcilia- 
tion of the people-of both sections.. A Porto 
Rico letter, of August 8th, states that the island 
was in such a state that a rebellion and revolu- 
tion against the Spanish Government was prob- 
able at any moment.....Harrisburg, Penn.— 
Three! men who have been working as engi- 
neers in this vicinity, were arrested on Friday 


on @ charge. of complicity in the great Ben- 


ninghof robbery... .Chicago.— Washington spe- | 
R. £00. UNION. BOOKSTORE, HAVE | — 


cials say the friends of Dr. Mudd are ) making 
vigorous efforts to secure his pardon... Wash- 
ington.—The Treasury Department 
received $5,000 customs duties, collected in 
Alaska; the first received thence... ..Cincin- 


ing) received to-day, sold for fifty-six cents 
per pound... . New York.—Professor Adler, au- 
thor of several well known aaa books of 


instruction, died to-day. 


cutta to the 23d of July are received. They 


Foreign. 


patches from Madrid state that ctisie 


: ken place in the Spanish Government, . . . . Paris. 


—Marqnuis de Bonneville, the present. French 
Minister to. Switzerland, has been appointed 
Embassadorto Rome. At a review of troops 
their | at Marseilles yesterday, which attracted a great 
mass of people, a popular demonstration was 
made in favor of peace; loud cries were made 
for peace, and against war... . Vienna.—Appre- 
hensions were entertained that the recent at- 
tempt at rising against Turkish authority in 
Bulgaria will be renewed. 

London, August 20;—~A selected eleven, from 
the most celebrated cricketers In England, will | 4: 
ork. 

Paris, August 21, bf Bor- 
deaux, against whom the United States recently 
obtained a judgment in the French High Court 
of Appeals, for constracting Confederate iron- 
clads, have been adjudged bankrupts... . .Lon- 
don.— A heart-rending calamity ocourred in 
North Wales, yesterday afternoon, whereby 25 
persons lost their lives. A train of cars from 


from Ireland, which was proceeding towards 
Liverpool at the usual rate, met with a sad ac- 


Denbigh. A train, loaded with petroleum; had 
been switched off on the siding tracks, to make 
way, but the switchman neglected to replace 
the switch, and a collision was the consequence. 
Seven persons—all passengers in the mail train 
—were killed outright, and many others were 
badly injured. The concussion produced an 
explosion of the petroleum, which instantly en- 
veloped both trains in flames, and before the 
fire could be subdued, eighteen persons had 
been literally burned alive to ashes. 

London, August 22.—The Forgign Office has 
received no advice of the attempted assassina- 
tion of Queen Victoriain Switzerland... . Paris. 
—The proprietors of the Lanterne yesterday at- 
tempted to resume publication, but the police 
seized the entire edition before it left the office. 

London, August 23.—Dispatches from Con- 
stantinople report Admiral Farragut still in that 
city. Last week he had an interview with Ig- 
natieff, the Russian Ambassador to the Sublime 
Porte. Subseqently the Admiral, with Gen. 
Ignatieff, visited the Turkish Minister, Fuad 
Pacha. The Paris Patrie,in an editorial on 
American affairs, advises that the dispute be- 
tween the United States and Great Britain con- 
cerning the Alabama claims, be referred to the 
arbitration of one of the Great. Powers. Pre- 
parations for the forthcoming Parliamentary 
election are in progress throughout Great Brit- 
ain. The test question is the disestablishment 
of the Irish Church, and the Liberals and To- 
ries are obliged to declare for or against that 
measure. Douglass Cook, editor of the Satur- 
day Review, is dead. A telegraph cable is to be 
laid between Denmark and Russia. 

London, August 24.—Dispatohes from. Cal- 
cutta say that the eclipse of the sun was plainly 
visible throughout India, except at Bombay. 


Special Botices. 


Tue Trugz Way To Secure Beauty.—It is not to cos- 
metics and artificial appliances, to the skin and com- 
plexion, that we must look for personal comeliness, but 
to pure and healthy blood. Let those annoyed with a 
sallow and rough skin, eyes yellow and dull, complexion 
disfigured with blotches, pimples, eruptive sores, etc., 
teeth discolored and breath offensive, cagt aside all friv- 
olous cosmetics and resort at once to the use of Dr. 
Walker’s Vegetable Vinegar Bitters, which will purify 
and enrich the blood, 
the system. 

Real Laprgs aND GENTLEMEN never neglect their 
teeth. It is & positive evidence of ill-breeding to.appear 
in public with impure breath and unclean teeth, There | 
is no excuse for this neglect when so elegant an article 
80 pleasant and convenient a dentrifice can be obtained 
as Dr, Spencer’s Fragrant Sapoine. It will impart such 
a beautiful color to the teeth, gums and lips, and such a 
yg fragrance to the breath, that to try it is to 


Tae Fatt Fasntons will soon be out. There will 
then be a fall in the prices of unfashionable good’. At 
the store of J. W. Tucker & Co., all sorts of fashionable 


jewelry, articles in silver and gold, and precious stones, 


articles of vertu, and bijouterie of all varieties will be 
offered at the lowest rates. Every month brings to their 
store everything in the market, new and old, from the 
old world and the new, from all lands and seas. 


NORWOOD-HOOPER—In 18 the 
Rev A. Wm. E, eW. 
both of th is city. 

N—in 


16, Ww. 

Stone to Jessie Wilson, of this ci mas a 

EGGLESTON-McCLOUD—In Woodbridge, San Joaquin 
county, Aug. 12, Harrison leston to A. McCloud. 


HARRIS-BRAKEMAN—N Jooquia 
county, Aug. 8 R. R. Harris to M. 


50 Ashland, nearfFolsom, A 
17, hengon to Maggie Little. 


GHAM—In 


to Ellen Cupningham. 
MoCARLEY-WINN—At Boston Ravi Placer county, 
Aug. 17, Joseph McOarley to Mary A. 
Petaluma township, Sonoma Co., 


Aug. 9, Albert Wilson to Eugenia Ayers. 
ELD E-COOPER—At Morristown, N.J., July 
Deacon Benj. Eldridge, of 

P. A. Cooper, of Morristown, 


OSGOOD—In this city, Aug. 17, Seamer 
of New Ha 32 years. 
CHILD—In th ay Aug. 20, Naomi Child, a native of 


pOMEROY—In Aug. 12, wife of A. 
POWERS 

linda, wife of Edward siya 
EASTON—At his late residenc 


Y 19 

Wilson’ 
mento Aug. 33, 
Indiana, aged 20 


Wm. Hancock, aged 55 
REMOVAL. 


and Sansome, in the New Mercan brary . 
joining Calvary Presbyterian Church. 4%, 
Gan Francisco, August 1886. 


WM. ROALFE, 
[DEALER In 


ovsTER Ss, CLAMmSs,| 


‘And All Kinds of Shell Fish. 
STALLS Neos, 49) 42, 
CALIFORNIA MARKET 


state that cotton in the Northwestern District of 


wr Public or Private. and Fan ilies supplied 
Oysters cooked and parvo rom P.M, 


Holy Head, containing passengers and mails | 


cident at the little tewn of Abergele, county of | 


| 


| 


VAN BRUNT—In this city, Aug. dl, Nicholas R,, oldest 
i 
son of R. and Bipma Br 6 
SAVILLE—In this city, Aug. 22, Capt. David Saville, of 
Lexington, Mass., 66 years. 
LYTLE—In Sacramento, Aug. 18, 8., wife of Geo, 
I, Lytle, a native of Green county, N. Y., Sayre. | 
Inj Oroville, Aug. 10, aged 39 


, Sacra-[ 
ilson, native of 
HANCOCK Angal's Camp, Calaveras county, Aug. & | 


and most advantageous terms. — 


Market Streot, San Francisca, 


Georse P. Rowell & Co.'s 

| ADVERTISING AGENCY, 
Sentinel, Oct 1667. 
dealings only that."— Boston 


veri the most snbstantinl house 
tie the most bu In- 


Mishawaka ( ind 


We prepereda te receive advertise nents 
brensre Newspapers, “t prices s» 
ne che be apeniacd ob © offices of pur- 


ROW co., 
40 Park Kew, &. 


BRANCH oH OFFIOR, 


F. PLACE CO, Agents. 


If YOU HAVE NEYER USED THIS 


POND’s EXTRACT OF MAMAMELIG OR 
VEGETABLE PAAN DESTROYER. 


Always tly relieves, often rmanently cures 
Burns, ds, Cuts, Bruises, Sore cness, Sprdins, 
Kheumatiam, Boils, old Wounds. etc. Also, 
Toothache, Headache, Neuralgia, Sore Throat, Hoarseness, 
Colic, Diarrhea, and allj/Hemorrhages and Piles. This in- 
valuable preparation is a. of a simple shrub, the 
Hamamelis Virginia or Witch Hazel, obtained by & pe- 
which the medicinal prop- 
and the tannin and color- 


ic Medicine 
ER, SMITH 


culiar process of distillation, 
erties of the plant are retain 


i ected.; 

Menaietesed by Humphrey’ s Hom 
Co. nis for the Pacific Coast, HOSTE 
& ©CO., Wholesale Druggists, San Francisco. 


IF YOU HAVE NEVER USED THIS REMEDY—TRY IT. 


GENTS wanted for Warren's Ilousehold Physician. 
No family should be without it. Oontains 400 illus- 
trations. Address Pacific Publishing Co., San Francisco. 


tops DISEASES OF THE HEAD AND THROAT; 
DURNO, 

FREE. STENCIL DIES. More than 

RAVELING SALESMAN WANTED for a Manufac- 


DURNO’S CATARRH SNUFF. 
the worst forms of CATARRH. A box will be sent 
No. 1,285, P. O., York City. 
New Catal of IMPROVED 


JOHN G. HODGE & CO., 


MPORTERS AND WHOLESALE STATIONERS, 
keep the Largest Stock of Stationery, Blank Books, 
School ks, Wrapping Paper, Playing Cards, Printers’ 
Cards, Bill Head and Ledger Papers, etc., on the Pacific 
Coast. Special attention given to supplying the trade. 
Blank made to order at short notice, 


829 and 831 Sansome Strect, and 
507 and 509 Sacramento 8t., San Francisco. 


GENTS WANTED—FOR “MEN OF OUR DAY,” 
or the Lives of Grant and Colfax aud all the leadin, 
men of the nation, (over 50) in one volume, 650 pages. 
Steel Portraits. Send for Virculars to 
| ZEIGLER, McCURDY & CO.. Philadelphia, Pa 


AMERICAN Water Packing! All Metal! Non 
ry Freezing! Alwaysin Order. Send 
for a circular to the Pacific Pump 

Oa, California street, San Francisco, 


OORE’S PAIN PAINT IS A HARMLESS LIQUID 

that leaves no smart nor stain, stops pain instantly, 

and cures ulcers of every name; the Annihilator is a 

speedy cure catarrh and colds in the head. Sold by 

ruggista. instantly relieved free of cost at 
Moore's office, Market street, near Kearny. 


The best and most modern School Furniture Apparatus 
and School Supplies. Furnished by the Paciro Scno0o. 


WARREN HOLT, 
421 Kearny Street, San Francisco. 


Tw -Second 8 ve 
this corner, size foot. Will sell as 
a whgle or in a Apply to GEO. W. CHAPIN, 


Real Agent, 888 Montgomeay 

First Class Residence near Mason and Bush streets; 10 
rooms and bath room; modern improvements ; lot 50x100 
feet. Rent $200 ap month. Apply to GEO. W. CHAPIN, 
Real Estate Agent, 3388 Montgomery street. 


$4,250—House and Lot on Shipley street—House con- 
tains 13 rooms; all in order, sewers, etc, 
Rent $60 per month. Apply to GEO. W. CHAPIN. Rea! 
Estate Agent, 888 Montgomery street, 


Corner of Steiner and California streets, 81x106, well 
peste. The Polk, Pacific and Steiner streets Cars will 
ah short time. Apply to GEORGE. W. 

CH Real Estate Agent, 388 ontgomery street. 


use and Lot on, Minna street, between First and Sec- 
ond, for sale. Contains six rooms, lot 20xS80feet. All in 
perfect order. Apply to GEO. W. CHAPIN, Real Estate 
Agent, 838 Montgomery street, 
$800— Lot sage bos feet, within. one block of Valencia 
street Cars; on the Will sell for one-half cash. 
balance in month! ae nstaliments. Title United States 
Apply, to w.c HAPIN, Real Estate Agent, 


rooms, hard rent 
month.. Apply to GEO. W CHAT Real Estate Aout, 
888 Montgomery street. 


Lot corner Capp and Seventeenth streets—splendid cor 
ner for business. For particulars apply to GEO. W, 
OHAPIN, 888 Montgomery street. | 

25x80 feet, Brannan street, west of north side— 
will be sold at @ Apply to GEO. W. CHAPIN, 
Real Estate Agent, Montgomery street. 

ears; r to 
TSHAPIN. Real Estate Agent 889 


House and Lot on Louisa street, between Third and 
Fourth streets; contains 8 rooms, well | in 
neighborhood; lot 20x69. Apply to GEO. W. 
Real Estate Agent, 838 reacts street, 


352x100 east side Fifth 25x90 feet, west side 
ee 


side Fell street. to GEORGE. 
CHAPI gent, 886 


MEOHANICS’ INSTITUTE 
ain 
Ts NOW OPEN, 


AND EVENING, 


| Printing House. 
The Office the State, 


Montgome ry Street, Saa Franckco, Cal. 


All operations first clase. Teeth extracted withou‘ 
use of the (or Laughing Gas), and 


oR. J. L. COGSWELL’S, 


DENTAL LABORATORY AND 
RESIDENCE, 


N. E. Corner ef Second and Minma Streets, 


SAN FRANCISCO. 


pain 
Spray Process. 


HEUSTON, HASTINGS & CO. 


— 


Hastings 
& Co. 


FASHIONABLE CLOTHIERS 


San Francisco. 


SPECIALTIES. 


PRICE AND GUARANTEE. 

The largest and most varied stock of Gentlemen's Cloth- 
ing, Furnishing Goods, Trunks, Bags and Valises on the 
Pacific Coagt. Every artiele sold, being of our own man- 
ufactare, is guaranteed. Having contracts direct with Ev- 
ropean and American Mannfacturers of piece goods we 
thereby effect a saving of fully 50 per cent. in wholesale 
dealers’ profits, and are thus able to offer superior goods at 
less than second-rate prices, , 


STYLES. 


Having agents in London and Paris we introduce the 
new styles in San Francisco erate with their 
appearance in New York. 


COODS MADE TO ORDER. . 


For the accommodation of such as may desire, we have 
secured the services of a celebrated European cutter, and 
are prepared to make up piece goods in a style superior to 
any other house on the coast. Shirts, Ties, Collars, etc, 
made to order at short notice. 


COUNTRY ORDERS. 


Goods forwarded by Express to any part ot the Pacific 
Coast on receipt of orders and measures; send for direc- 
tions for measurement. 


Heuston, 
Hastings 
& Co., 
LICK HOUSE BLOCK, 


FRANCISCO. 
FAMILY BIBLE. 


\HE UNDERSIGNED WOULD RESPECTFULLY 
inform the citizens of 8an Francisco and vicinity that 
al opened an office at 828 Montgomery street, for the 


The Devotional Family Bible, 


marginal references, notes and practical reficc- 
EV. ALEXANDER FLETCH D.D. 

terns ie one of the finest works published, and is strongly 
indorsed by over three hundred Christian Minieters of 
various denominations, The work will be sold to subserib- 
ers, payable in semi-monthly instalments of Fifty Cents. 
Our poor ly solicitor will call, show specimens, and receive 
the work. An mcpeemete man, of of good character 


peor ge wanted for the suburbs. Address 
DAKIAND SEMINARY, 
FOR 
YOUNG LADIES. 
MHS. G. M. BLAKE. 0.000004 Principa 


HE NEXT TERM OF THIS INSTITUTION WILL 
. commence on 


MONDAY, JULY 20, 1868. 


Superior on for thorough instruction 
in each departmen separate. has. been 
formed for instruction in the Frenc anquoge. Scholars 
will be taught in the various branches with the exclusi\e 
use of thie language, and familiar conversation in this <de- 


= by twu accompli teachers, (who reside in the 
y) will give every for its rapid and practical 
acquisition by the pupils. 


YOUNG LADIES’ SEMINARY, 
BENICIA. 


HE NEXT TERM OF F THIS WELL KNOWN IN- 
stitation will commence on WEDNESDAY, July 


REV. ©. T. MILLS, Principal. 


REAL ESTATE AGENT, 
838 Mentgomery Street, 


Will attend to purchasing REAL ESTATE of every 
description. Property in all parts of the ‘city, country 
property in all parta of the State. AEN 
houses and lots. ranches, etc. 


AMPHION: 
| A COLLECTION OF 
Four, Five and Six Part Songs, 
MALE VOICES, 
Original and Selected, Piano Acc. Ad kb. 
Words written chiefly by : 
A. CLARKE, 


Organist of the Holy Trinity Chureh, Philadelphia. 
Musfc Selected and Arranged by 


J. E. GOULD, 


| 


_ Book,” 
The work is complete in five books—Piano Score and 
Separate Vocal 


PRICE: C 


$5 Set Vocal Parts, $4 00. 
Vocal 


each $1 25. Piano Score, $2 00, by 


Mail, id. 
OLIVER DITSON & Washington 
Now York, CHAS. H. D W&Cco, Broadway , 
ew 


ARCHITECTS. 
NOS. and 25 MONTOCNERY BLOCK, 
SAN FRANCISCO, __ 


‘27, 1868, ~ AUGUST 27, 1868. THE. OD = 
of August, at ern Phcific Railroad Company have purgh eraxbamp solr comrades 
purchased 
ta 
| 
hy 
— 
| 
| 
| 
> 
| 
SCHOOL = 
FURNITURE. 
| 
| 
| 
re 
| 
‘ 
h¢ 
street. 
CEORGE W. CHAPIN, 
4 | 
A 22, Ansel Ives Easton, native of 
aged 49 5 the and | 
| 


Circle. “Me,” replied a voice. Tahe heard a childish step on the stairs, WHITTIER, FULLER & co. 
Trip lightly over trouble, O, Annie, dol. I.am not dressed up ‘*No, mamma,” was the sadand touch- |. FAMILY Paints, are 
Trip lightly over wrong; now, I want'to talk with-you.” | ing reply, ‘‘it isn’t Sweet, it isonly me!” SEWING MACHINES Corner Front and Clay Streets,’ Oils, and Window 
We only make grief double | Sam. spoke so kindly, that Annie | mother’s heart smote her, and Sole Giese Companin, 
By dwelling on it long. opened the door.» 2444.) | from that hour ‘‘only me” was restored | Are the best in Use, AGESTS OF ALVISO FLOUS. | 
Why clasp woe’s hand so tightly? ‘‘Annie,” said he, ‘‘ I’m sorry I fright+| to an equal place in her affections. FOR THE FOLLOWING REASONS: Shand 88 Freat Street, Corner of Ping, 
Why cling to forms unsightly? gain. d’ve been thinking all day what! Pacrs Asovr Lire.—The total number | PERRY DAVIS’ And 28 K Street, Sacramento. 
Why not seek joy instead? you said about God being here.’ | of human beings on the earth is com- tte Ta 
“Didn't you know before that God | puted ‘at: 3,000,000,000,000, and ‘they! . more Deautifal seam than any other. Vegetable Pain-Killer| 40HN & Co, 
Trip lightly over sorrow; | Be speak 3063 known tongues. | They sew ail from THE MOST POPULAR MEDICINE EXTANT. Importers and Dealers in 
it until ‘you spoke sbout it last night. |mated at S34 years, ASSAYBRS’ MATERIALS, 
And gaily sing the lark; | Log iad Seine eae in him that I began » One-fourth of those born die before every fifth stitch is cut the seam will f Druggists’ Glassware and Sundries, 
Fair hopes have not departed think Id like to be good myself. Amn-| they are 7 years old, and one-half at the not rip. | ~ PHOTOGRAPHIC STOC 
-"Thowgh roses may have fled; nie, I’m going to try to be a better boy, agé of 17. — acd KS, Env, 
and wherever I am, remember that God| “Out of one hundred persons only six |: They Stitch, Hem, Fell, and 514 Washington Stree, But, 20° 
But look for joy instead. is there too.” | reach the age of 50. btit a bs | Cord, Bind, Tuck, Quilt, B SB FEANCIOCO. Grow, ute gic 
miter, that, everybody wondered what| Out of five hundred persons, only one | J. STOCKMAN | 
“rip lightly over e2o Rr ih | had wrought such a change in Sam. | attains the age of 80. | Gather, Braid, and Em- | ve Me AN, 
20 | Dresser. He didn’t rob hen-roosts Sixty persons die every minute. broider. No other ma- 
We've pearls to string, of gladness, fod or stone the birds, neither did he| [4)}] people live longerthan short ones. chine Embroiders, as well | f Patterns an d Models, a 
On this side of the tomb; ock the little ‘boys’ caps off coming| Married men are longer lived than the : . [HE PAIN KILLER te (Over W. T. Garratt's Brass Foundry ) mes 
home from school. All this change was singlé, . | as Sews perfectly. equally applicable and efficacious to young or old. So near me, 80 
And H about by Annie's simple reply,| Richmen live, onanaverage, 42 years, | HE PAIN KILLER FRANCISCO. | 
God is here. but the poor only 30... Grover & Baker's beth ond if i 
Encourage not repining, Let every child remember that where- SRI" MEW STYLES etait: tinniieieenhin _ M. CG. BLAKE, I know not if i 
But look for joy ever he is, God is there too, that'there| , git] thir old was ‘dying. used at the first manifestation of Cold or Cough. | Attorney and Counsellcr at Law, 
~ to 4 Lifting her eyes toward the ceiling, she|  - SHUTTLE MACHINES are ‘ 4 (Rooms 7 Third Floor,) 
bo Annie after! softly, ‘‘Lift me higher!” Her Don't fail to keep it in the house ready for use. |W, Cormer of Momtgomery and Pine Sts, 
God is Here. that, and often came over to sit with res ys 1 her up with pillows, but For Manufacturing, e ~ SAN FRANCISCO, , 
her her — detained from she faintly said, ‘‘No, not that; but Combine the most modern and essen- Bruises, ‘Try it. SO 
Annie Grant’s mother worked in the} COtung there!” again looking earnestly toward ceased Persons, and Guardianships, and will practice in the 
factory, She had to be in her place, at Renta Heaven, whither her happy soul flew a The attention is requested of cures the Toothache. Probate Courts of San Francisco and the neighboring 
one of the looms, by seven o’clock in Rich Without Money. moments later. On her gravestone these Tailors, Manufacturers of Boots counties, He intends, by strictest attention, to insure cor- 
the morning. Annie always had the : ene nosis eam ened cereal and Shoes, Carriage Trimming.) HE PAIN KILLER rectness, economy, and dispatch in all cases intrusted to 
breakfast dishes to wash and the floor] Many a man is rich without money.| «3.3.8 aced 13. lifted higher.” Clothing. and all others requiring PE ise his care. ; mis 
to sweep; then she put her dinner up| Thousands of men with nothing in a aie »ontiy the use of the most effective : HE PAIN KILLER W. H. AIKEN, 
in a little basket and walked a mile to| their pocket, and thousands without|_ A beautiful idea of dying, was it not? Lock Stitch Machines, PR ere ere Attorney at Law 
school. When she got home at night| even a pocket, are rich. A man born Lifted higher! To these New Styles, posses HE PAIN KILLER ’ 
— unmistakab v c olera Morbus. 


she made the fire, gotthe water in thetea-| with a good sound constitution, a > at ae Office of O. L. and J. McM. Shafter. 


others. 


kettle boiling, and the table set forsup-; good stomach, a good heart and} How ro Look ar ir.—*‘How dismal HE PAIN KILLER 
per, for her did not get home| good limbs, and a pretty good head| you look!” said a bucket to his compan- Agents wanted forthe Will cure Dyspepsia. BAN: 
until six o’clock in the evening. piece, is rich. Good bonesare bet-|ion as they were going to the well. GROVER & BAKER —— Pe ARMES & DALLAM, 


Is the Great Family Medicine of the age, 
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In every City and Town not now re- can be bougnt of your Druggist or Grocer. 


One night when Annie had everything | ter than gold, tough muscles better} ‘‘Ah!” replied the other, ‘‘I was re- 
' ready for supper, she sat down by the| than silver, and nerves that flash fire | flecting on the uselessness of our being | 
fire to wait for her mother. Thefactory| and carry energy to every function, are | filled; for let us go away ever so full, 


bell had rung an half hour before, she| betterthan housesandlands. Itis bet-| we always come back empty.” presented. For terms and circulars 
. knew work red: were over. Shewon-| ter than landed estate to have had the “Dear me! how strange to look at it sry to |. io BROWN ee ee Wood and Willow Ware, 
dered very much why her mother was so| right kind of father and mother. Good/in that way!” said the bucket. ‘‘Now ie ti +e eae Agent | Brushes, Baskets, Twine, Cordage, Mats, &c. : 
late. It was growing dark, and she| breeds and bad breeds exist among men | I enjoy the thought, that, however empty Rev. C. 
-eould only discern by the fire-light the| as really as among herds and horses. | wecome, we always go away full. Only | —f And Manufacturers of deceased, g 
furnituze that was in the room. She| Education may do much to check evil| look at it in that light, and you'll be as| _ aE PASS KILLERS the People in its faver California Pails, Tubs and Brooms nating new 
did not wish to light a candle, because| tendencies; or to develop good ones, | cheerful as I am.” wae tea ky och eat at of which hs 
once, when she was alone, she bent so| but itis a great thing to inherit the right Ld dati | HE PAIN KILLER pasrqmente Ginest, ity. 
Bet. Front and Davis, SAN FRANCISCo, In orde 


near the blaze as to have her hair catch proportion of faculties to start with. A Word to Girls. 


fire. Her mother told her not to light} That man is rich who has a flavor of wit ; | HE PAIN KILLER— santa See? eager manner, it 
- @ candle again until she got home. An-| and fun in his composition. The hard- When you stop trying to make such Beware of murtamigay sue CORPEET McLEAN & HARDY to begin wi 
nie was an obedient little girl, so she} est thing to get along with in this life‘is | Herculean efforts to please, that moment ". HE PAIN KILLER ; well to dig 
waited alone in*the dark. The clock! a mans’ own self. A cross, selfish fel-| you will become pleasing. When you REAL ESTATE AGENTS, the tubers 
said ““tick, tick, tick,” and made her low, desponding and complaining fel- learn to cease your continuous flow of ease, than wie the BROADWAY, bet. 9tn and 10th sTs., This will 
foel very lonely. She called “‘pussy, | low, a timid, eare-burdened man—these | small talk, to “keep up conversation,” reins eve proven pre: 
ussy,” but pussy did not come. ‘*‘She| are ’ rm erorme on é insi €.| and learn instead to listen intelli entl the = KILLER is considered, by the natives. as wel | on es . 
-has gone visiting,” thought Annie, “‘and| Their feet may not limp, but. their | —notetupidly, not absently,—but show- 
won't come home until after supper.” | thoughtsdo. A man of fortune, on the|ing, now &nd then, by a question cr HE PAIN KILLER—each Bottle Buy Sell and Lease City and Ranch Property, Negotiate es in the si 
Darker and darker it became, and An- ae of on eer tain gladly part | comment, that ee are willing another : | | 1 is wrapped with full directions for its use, | Loans, Colleet Rents, Draw Legal Instruments, Ete. are a off. 
nie could not see anything out of the| with every dollar, obtain a longer} than yourself, should, occasionally, have persene ougatly mp 
window, when she had gone to see if} lease of life. attention and preference,—then will] THE FLORENCE | dregeisis ana dealers in Family Medicines. cleo ef thar should be 
. her mother was coming down the road. — charm, with one-half the effort you now Ue. Bue | | | whot are offering Ranch Property for sale, or in quest of the out, washé 
She sat down again by the fire. The The Angel’s Charity ut forth, every day and hour. ee | Ta Wo : dried in th 
P | | REAL ESTATE AGENTS 
wind howled, and shook the doors and Mbiididjeil MIUMS at all the most important Fairs Pp Davis & So | rea 1 
windows. Annie’s little heart beat very; Once upon a time, a poor man shel-| Snars.—l cup of molasses, 1 erry Ss n, trom cs ther Spring’ 
fast. ‘‘I needn’t be afraid,” said she, | tered an angel in his thatched cottage. | teaspoonful of soda tablespoonsful 7 pendnetl ough and careful attention to their business. other see 
as she put her little hand over the place| He rejoiced. at this high privilege with | of water, and 6 tablespoonsful of butter, 1867. Gold Medals at the American N. P. COLE & CO three or f 
where her heart throbbed so wildly, ‘‘for| all his heart, and offered his holy guest] 1 teaspoonful of ginger, and a little black Institute Fair, New York ; Mechanics’ 1 in ce ae oe onl - transplant 
God is here, and he can see me if it is| everythinghehad. The angel sat by his pepper. Mix hard. Roll thin, and cut : 880 St. Paul Street, Montreal, Canads East. maupeacttbRans, tmrontum The firs 
dark.” : side half the night, speaking heavenly | out size of a large cup. Bake “quickly. Ascodateh Fat, lav 17 Southampton Row, London, Eng. | this mann 
she rap at wisdom about the value of faith and Vir- | Institute Fair, Baltimore. Highest Pre- Wholesale and Retail Dealers in 
rst she was afrai open it, then| tue. The next morning when he had , . : ; 
she thought it must be some of the! taken leave of the poor miata te leak ,, W. E. LOOMIS, mium st the New York State Hair, at Allen’s Lung Balsam! | FURNITURE, BEDDING, ETC., three years 
neighbors, and opened it. _ | match and set fire to the cottage, which WHOLESALE AND RETAIL Buffalo, and the Great New England ~ bt | 810, 812, and 314, PINE STREET. turity. ¢ 
**How do you do?” said a gruff voice, | in a shorttime was burned to the ground. BOOKSELLER. STATIONER Fair. Provid A th Fairs held THE REMEDY FoR CURING ; repeatedly 
‘You are all alone, I guess I’ll walk in.”| The poor man was disconsolate at 0 ’ Consamption, Coughs, Colds, Asthma, Or sup, 
In walked a short figure enveloped in| having no longer a roof to shelter him;| _ NEWSPAPER & PERIODICAL AGENT on the Pacific Coast, this Machine has we abel Ree! 
a great overcoat, that dragged on the| but his distress was all the greater that | taken EVERY FIRST PREMIUM Pee, Se ae ay ec b rejecte 
floor, and a slouched hat, so much too| the guest whom he had so generously nate eine coimairamast eS oes ae Bronchitis, Pains and Oppression of the Chest or Lungs, ut as the 
large that it fell over his nose. Annie! entertained should have brought about San F'rancisco, Cal. awarded on Family Sewing Machines Difficult preik and all the Diseases of the — a varié 
could not see him very well, and she was; such an event. He doubted the holi- AVING A SPECIAL AGENT IN NEW YORK, _ in the last FIVE YEARS. BR oy | AVING RECENTLY RETURNED FROM THE lias one bs 
very much frightened; she could not} ness of the angel and began to disbelieve pay particular attention to filling orders for — more MPLETE chmate ai 
imagine who it could be. _..,| all that he had told him and taught him|  Poreign and American Books, Back Numbers of If there is a Florence Sewing Ma- valnabe remedies known for curing diseases of the lungs. | STOCK and better sseortment of | re — 
Newspapers, Magazines, and chine within one thousand miles of DESIRABLE FURNITURE hand in on 
. en the ashes were cool he clear Miscellaneous Articl | Seere | Bleed, rnpeeary 
‘“‘My mother told me not to light a} away the rubbish, saying, ‘‘I will build ant this coast 
until house with my own hands if I SUBSCRIPTIONS RECEIVED FOR satisfaction, if Iam informed of it, it we iver oF tnd imparts whieh we will cell 
you are alone then!” ave but a house to cover me, T have ole ch is ate and | AT LOWER PRICES THAN ANY HO 
“No, I am not all alone,” said Annie! enou gh.” will be attended to WITHOUT EX- afew” ours tne, not IN SAN FRANCISCO. 
in a trembling voice. And lof when he put his hand to th MERS’ AND HANICS’ PRESS CHARGE OR EXPENSE OF the confirmed This ere 
**Who is here, then, sis?” work, in the old io raated int to produce (wh the cane with TEL. fitable 
k, tion he found a | pro 
“Somebody,” replied the child, that) great treasure, with which he was able|] RANK OF SAVINGS] ter wheat, 
| song Louse, snd eave sichep SAM’L HILA, Perfectly Harmless \F. E. WEYGANT, izer in req 
don’t ese. anybody here; just| charity, and belioved in wise | Sansome Ot, Cor, California, Agent, | cna ms 
light a candle and let me search about| unseen Providence all the rest of his| - ‘Fs | 111 MONTGOMERY STREET, Ne nebrrbpirrsgerctre~ eo hoy devote his whole attention to ns at the well know at the sau 
and see what I can find.” The gruff! life.—Boys’ and Girls’ Weekly |OAPITAL STOCK $150,000 | | poi | ALLEN’S LUNG BALSAM ss lL.” & welcome 
ke 1 eee $1D0, San Francisco. | INTERNATIONAL, 
Dyine or Quvusstions.—You hear of Salt | to the Middlebury, Vt, Register: ackson above Montgomery, ment to tf 
see what you do, and he will take care > Mr. Eprror: It is only to subserve the interests of hu- is to suce¢ 
pe people dying of this disease, or of that IRECTORS; | manity that I request'a short space in your valuable paper, SAN FRANCISCO. 
lied the gruff yoi disease, but what they really do die of CLAYTON, Ewe wen — 
‘He won't let yh. 1 is questions. I believe I have a pretty HER FRERMAN, settled in my throat, which so affected the ongans of sposch state, 
you stea our ] gs, strong will--some people would sav i ’ ‘ABNER DOBLE. ALMER, | that [I could not speak aloud for nearly six weeks, I got one of the largest (AND BUIRG CONDUCTED ON TEwrrnascs crop coun 
24 t through the winter coughing nights almost {ncessant! 
and he can strike you dead in a minute ate ¥ oe ug ughing nig tly, rey Hotel 6B would be 
ren . y - ; amounts to wilfuln . b HENRY DUTTON, President. with cold night-sweats, with increased irritation which ex- | PRIKCIPI.ES) the most quiet and best appoin > 
ess; but when I am ‘ the Pacific Coast. 
if he pleases,” said Annie, very bravely. unwéll f will Mi Compan, Cashier: tended into the Bronchial tubes and which kept me cough: of anythin 
ngth o , and ast October, when’ the “geod visit BARBER SHOP AND BATH HOUSE AT- the’soil, d 


introducing Allen’s La sam into New England. TACHED TO THE HOTEL. ductive fe 
rocured a bottle and took it according to directions and 


The strange-looking pe reon began to cannot bear to be bothered with ques- Savings 
ound immediate relief. I have now taken two bottles, Persons arriving on Boats or Cars wil! always find 


clump about the floor in quite a defiant tions. *‘* Will or have  snagh > an made | and dividends declared semi-annually. “Rates of interest 


manner. Annie did wish her mother that with 


Je the 
would come; she had heard of robbers, of grits, or of arley ee n will YOu | agreed on, if desired, when making the depusit. july25 | = 3 which has entirely cured me. For the last two years or | INTERNATIONAL COACH in readiness to convey them ® comper 
worst kind questions—and they are weighty to the | | THER ’ ~ Typ Bis family should be without this valuable medicive. I see b NGS force is as 
Just her mother @id¢ome. An-| sick man—thoroughly overcome me. = a. icine FORDHAM & JENNI ’ who have: 
nie had rolled herself up in a ball on| Now 1 am quite serious. Am invalid) Gos. Morrooumr Cowameiat a agent for the dure of all dissasse of Jobbing and Retail the effevt 
the floor behind the stove, and when | alle he i and mor- 3 | & certain 
she heard her mother’sstep on the stoop | *l/y, 98 he is physically, namely, with } Exchange in Sums to Suit | —— — ——— —- Middlébury, Vt. Nov. 141864 GRocE R ~ an old. ps 
she jumped up, exclaiming, “My mother| S¢ntleness, yet with perfect firmness. WILLIAM SHERMAN & CO., quite earl 
hen she lit & Can- hi oice about any- New York, Boston and Philadelphia. | Corner of Frout and Jackson Streets, and after 
dle. In the middle of the floor, stood | “28> 0” en his mind with de- 3 —AIso— Clothiers, Merchant Tailors, ‘ FRANCISCO couple of 
this ugly-shaped figure, hanging his cision; remove from him all responsibil-| : , a | : Consumption, and Diseases of the Lungs. SAN F ° 
] a. : 8 ity, whic h is so fati Lr a ing, I TELEGRAPHIC TRANSFERS, ~'. ..... }. AND DEALDRS IN sa The result of ita use isa proof of its great value. The —- 
“Who is this?” said Mrs. Grant lift- have no idoubt that excellent 18s. PAYABLE IN COIN OR CURRENCY. | Ba enced by all wie have F amilies, 
ing up the large hat. |MEN’S FURNISHING, GOODS, | mia seen) Mills, Ships 
Som, son in health can hardly havea concep-| Hendon. Trunks, Traveling Bags; sowerer astreuing an 
“T was only laying trick on An- tion of the helpless irritability of a real| | time, by causing specific the that and Farmers 
nie,’ hesaid looking very much ashamed, | 12¥alid. The most difficult case does ied, and Goods delivered to al 
tek!” said Mrs. |-2t, disturb my equanimity when I am Allen's Ling Balsam Supplied, and eliv 
well; but when I am ill, the question of MONTOOMERY STREWT, Parts of the Ci | 
Grant; ‘“‘look how pale Annie is. er for the most delicate child. It is everywhere in good de- ty. 
Sam. Dresser sneaked off looking fool- grits or barley isan one,}. E. P. SANFORD, Bast side, north of Ulay, SAN FRANCISCO. and gives good satisfaction. 
ish enough. and raises the ptlse'séven beats at least.) |} ™ Bead the Feliewing: _ — 
Dresser, who was sick, and Sam. took : ; | are entirely out. We wish you wou!d send a good supply, SUCCESSORS TO L. B, BENCHLEY ©O., 
called a trick on Annie. n, bot s—the elder a fair) | | 
e next night, just as she had fin- uty.and ampoth-| 2 a SWEETSER, YOUTH | ENGLISH AND CERMAN 
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. & c0., j and Gurden. You have seen many fine farms, I have | and tied. nvery can 1s taken from his. Harvesti ng Machines: =a PAGIFIO IRON WORKS 4, 
Farm 1 no doubt; notwithstanding, I think | covered chests, cleanandsweet,andhay-| fer | 
youjwonld say it surpassed'in everything, | pure water, and so delivered. ese Yo 
indow Glass, fai it ight been your pleas- | cans will keep the milk pure and sweet,; BAK N I, 1865, 
Plate Glass arlittle children, wandering down the paths, | yre to have seen previously. This grand | if required, for two days. © ER & HAMILTO . iil oe — gee 
Santa Cruz Giue. >w lands are bright with these, | f tains t dd th d 0 At the 
Whenall the meadow are bright wi | farm contains twenty odd thousand acres | Wos. 17 and 19 PRONT STREET, 
Corner of Pine, Fill both their hands with the redclover blooms, | of the fimést extend- Horses’ Power or Scent.—There is | | 
CO, _—. Finding deeper sweetness than do bees. ing as it does from ramento river | one perception that a horse possesses to | : eee ~— Market ice ae os . | 
cramento. to the Sierra Nevada mountains; the which little attention has been aid, and. SAN FRANCISCO. 
& Co {nd I? I pass the fair June roses by soil is eptible of producing any | that is the power of'scent. With od! aNGINES, 
Tnwatched; let the tri-colored violets grow; —_| riety of grain, fruit, or _ You may | horses it is acute, as with the dog; and | ™ My 28 25,4 Quartz, Frour, Saw 
alers in put with the fast throbbing-heart, I linger long | know what soil it must be to yield yearly: | for the benefit of those who have to drive (Near the Levee) Pisa | TiiPncy seopei , if 
TERI ALS, where, through the grass the clover blossoms the at. i ht, such as physicians sACRAMENTO, PUMPING ‘AND Horstina Macurnery, 
glow. idwell producesa large amount of farm | this knowledge is invaluable. I never ULD CALL THE ATTENTION oF link wine 
and Sundries, stock, and grain, and is also extensively | knew it to fail, and Ihave driven hun-| ¥¥ ud Dealers in Agricultural Implements to thelr large | i | 
TOCK used to pluck them, too, in other days; engaged in fruit-growing. I might | dreds of miles on dark nights, and in KBOOKS STATIONERY _ | 
: =? EirO. But, ab, not now—never on earth again; mention that in addition to the apple, | consideration of the power of scent, this} HAINE’S. HARVESTERS, ; as Amalgamating Pans. a 
little globes of brightness, unafraid, peach, and pear, he grows extensively is my simple advice. Never check your | 
Breathing your fragrant lives out in the glen. the plim, néctarine; pomegranite, fig, | horse at night, but give him a free head, STEAM BOILERS, WATER PIPE, | 
MAN pe and almond, and has a few olives | and you may rest assured that he will) Hab Wheeld~ Aid other similar work, 
; touch you, lest my hands |and English walnuts. In a short time | never get off the road, and will carry ae s. | 7 Oh 
oF J would not dare to touch you, lest my he will have the and lemon in | HAINE'S HEADERS, with Iron Driving Wheels. porn | 
so near me 0 very near and dear, Carly completed, and when finished |rocovered mainly by the track being| Proved Maines’ Mea der;| | BRYAN BATTERY, 
Sts And smiles for ever from your Swill be one of the finest on the Pacific by his mate; and that after he important 
KE, ] know not if in wilfulness, or love coast. been absent six or eight hours.— any other kind. J OHN G. HODGE & COo., GREEN'S PATENT STEAM ENGINE 
Of something hid in you she placed you there, 3: | HEADER WAGONS, with Screw Hub Wheels, and Fifth| . ol ; ee 
ind Floor.) t clover bl in her hair. Frurr Trees.—A_ contributer | Ssape.—See that your cattle during | tured in the United State. 
A fragrant clover Western Rural gives his experience. the hot months have plenty of shade to IMPORTELS AND WHOLESALE DEALERS IX 
_ The Difference ‘‘Six years ago I concluded to plant | resort to during the middle of the day.| . ) {Foreign and Domestic Stationery, | 's'+ly t ovr former very liberal facilities for turning ou mid 
| BALL'S OHIO REAPERS, 5 and 6 feet. Mowers, 3 sizes. | the best description of Work, pring 
of Wills, Estates of De- _ |me an apple orchard. I went to the Much of our prairie feeding ground lacks } BURT’S EAGLE REAPERS AND MOWERS, single and will be as low as they can possibly be cine eonttolently a 
s, and will practice in the nursery, intending to get three or four | this comfort, being destitute of trees dbuhts ened! 6 eal Gfock: , . .. | BLANK BOOKS, : ) with Our purpose to allow none but first-class work to leave “i 
f attention, to insure cor- F at the plow, were most all sold. ug Cattle not thus provided for will suffer rane — — VE 
in all cases intrusted to as rs two years old, and a few three years. | much, not only ‘aban the hot sun, but} S*Bakine- 6 WRAPPING PAPER, W, il. HOWLAND, H. B. ANGELL. OYRUS PALMER, / 
them with the belp othe |from ihe anoyance of fee, and mile | PAPER BAGS, | miners? Youndry and 
KEN, Son threshing in the barn, nurseryman, and only om. ee. | cows will not only grow poor, but the ded | ers Foundry and Machine Works, 
at Inaw, All happy to a charm. pre with my success, quantity of their milk be greatly dimin- 285 and 259 First Street, 
ery Block, planted 275 more; this time I got those |ished. In this cage as in most others it __ | Ppearance S4N FRANCISCO, da 
. McM. Shafter 1868. three years old, that looked more like | will payto attend to the comfort of stock | | Blank Books Made to Order. doit a 
trees, from the same lotas the first. Of | by furnishing some kind of shelter. UNION MOWERS Snes. 
Worthen goat soy these I lost about 20—gave them the Pre 
satin, same care and cultivation—and to-day, | Potatoes can be grown much earlier ‘THE CELEBRATED J. M. HAVEN, ne. Steam Engines, 
: Constructed on the most ed 
Gon) All the boys learning Latin, any one seeing them would suppose | by sprouting them, in a warm bed, THRESHERS ATTORNEY AT LAW, | 
With a mortgage on the farm. rst planting one or two years the O > |fore planting. Place them on a layer BO 
ealers in ‘ rtgag _ |and the three years old planted the first Room 25 Montgomery Block, ILERS of all kinds, made of the best Iron. 
at e middle @ 
Ow Ware, Potato Seed. eing quite satisfied, the next season I 24, 28, 32, 36 and 40-inch Cylinders. __.. | WATER WHEELS, Breast Center Discharge 
Jonval Tur 
4 Cordage, Mats, &e. Rev. C. E. Goodrich, of Utica, N, Y., they saat lived THE CELEBRATED SOMETHING NEW ! > 
have proved of excellent qual-| shall haveto wt | oF Horses |SWEEPSTAKE THRESHERS,|O. G. KELLEY & | 
ity. : ._ | till they make a growth, and then cut it | transported from place to place. MOR- 
SAN FRANCISCO, In order to raise potatoes in this|).i¢ away, and then they will not suit TARS, high, low, orinsections. Stamp 
JACOB manner, it get good me. My first planting are fine in form PITT’s and Dies of the best white 
to begin with. For this purpose it 1s Stamp Hada, Gibbed 
HARDY, well to dig under the hill shortly after lot of Test, | TOCK DEALERS, | Double Pinion & tron Horse Powers. 
, AGENTS, the tubers have set and pull them — no appearance of fruit.” — HOADLEYX’S AMERICAN WASHING FLUID! . Guide Boxes, . 
This will greatly stimulate the gro th 
th and 10th 8TS., . . Concerning the proper age ior plan E ARE NOW SELLING LARGE QUANTITIES Portable Steam Threshing Engines. : sof the 
of the potato bulbs, which should remain ing fruit trees we have this concisely to of Flax Seed Oil Cake Meal, and we call your atten- ‘ — peg ti p90 Pre tar 
D. on the stalks till they are well ripened; say: Peaches should always be trans- | tion to ts value asan article of feed for Mil vA pees rt eet’ ‘@:‘alenebe GRINDERS AND AMALGAMATORS, Combination, 
itis also a good plan to hang the bunch-| ted atone year from the bud; plums, | Horses, Males, and Sheep. Its effect on Milch | Wheeler's, Wheeler Randall's, Hepburn & Peterson's, 
oe e3 in the sun for a few days after they an erries, and dwarf pears at pad years Cows is to greatly increase the yield and richness of milk,| FOxtable Steam Threshing Engines, a eer eg aang: Concentrators, Lctorte 
are cut off. After the balls are thor- making it invaluable for Dairymen. with newly invented Water Bottoms and very secure Spark ng Mountings, Gee 
s, onl d in thi the from the bud or graft; for standard ap- | For Beef Cattle, it has fattening properties which cannot | arresters, making them perfectly safe to use in the harvest ing, Hydranlic Hose, and Distributors. 
peemency from persans oughly Tupened in this manner, they | ples and pears, good thrifty plants 5 or | ve fcund in any other feed—the beef always being more |feld. MINING MACHINERY.—Hoisting Engines, with F 
Oakland also of those ~ 6 feet high, and not over two or three | tender and juicy when this feed is used, and no feed known WHITCOMB’S | aap Wire Rope; Pit Head P 
or sale, or in quest 0 Safe 
sale, or in q onl d be age. The best seasons for tras- quickly prepare animals for market as Cake} Wire Horsé Rake, FIN CORNISH, and other PUMPS; Pump Mountings. 
AGENTS planting are from the first of October By those who have used it thoroughly, one pound is | The most desirable Wheel Rake offered. It is light and 


sowed in a hot bed very early in the SUGAR MACHINERY.—Horizontal Sugar Mills, fe 


until December,’and from the first of 


n r cus- : durable, rot liable to get out of order. With it a bo | Steam, Water, or Cattle Power, with or without Can 
ir business. other seeds, and when the plants are | report ofthe Department of Agri¢ultare for 1808,‘ « ‘Wheel Wire Ral orating Pans, Blow Ups, ete., ete. 
three or four inches high itis best to U WwW - We think it Je- | Stands in the following relation to other feeds as to the Dales Nia * a. WOOD CUTTING and SAWING MACHINERY, 
& CO., transplant them into a rich, mellow soil.| MN EIGHTs.—— © 1b & “C~ | percentage of flesh produced from a hundred pounds of | "aise with break on the wheel, are easily managed and Uf, 
; . | gitimate subject to be discussed by the convenient. | iN So ys FLOUR MILL MACHINERY, with all the latest im- 
The first crop of potatoes grown in feed, viz: Indian Corn Meal, 11 per cent.; Barley Meal, | D:. | 
, IMPORTRRS, General Government, and call the at- | 13 per cent.; Oat Meal, 18 per cents Oil Cake Meal, 22 2-100 provements 
will usually be of smaller ALSO, Petroleum Retorts, Oil Well Bort 
size than vou will eventually vet from | tention of the Commissioner of Agricul- | per cent.; and the report farther says that if the “farmers | Wire Horse Rakes, 26, 28, and 30 Teeth. tia e ng Machinery, vaper. 
il Dealers in . y ~ , J. § . ture to the necessit of a uniform finva- would note the differences in value of these feeds, it would | Revolving Horse Rakes, 8, 10 and 12 feet. | =. ma m Suwer Is, Pile Drivers, Rice, Malt, and Bark 
them; but it is a mistake that it requires | ”. he : tie di Senenanse hanes bo them end Mills, Horse Powers, Ship Castings, Architectural and 
NDING. ETC. three years for them tocome to‘full ma-' riable standard of weights for grain and | mmense , save them thousands | Agricultural Castings, Spur and Bevel Gears, Belt Pulleys 
; , j turity. Good, fair-sized potatoes have produce all overthe country. In nearly | yor jorses,a small quantity given daily keeps them in | Buber and Leather Belting. . Car Wheels, Sheave Wheels, Shafting and Boxes, 
PINE STREET. repeatedly been grown the first year|°Very State there is a difference from | good condition, especially valuable for them when chilled | Machine and Lard Oil. | THIS NEW AND INVALUABLE DISCOVERY 18 | PLANS and ESTIMATES for every description of Ma- 
directly from the that of its neighbor in some articles suf- | or injured by over driving, and greatly increases the clean- | tests 1866, sent free on applica 
Most of the crop thus obtained will ficient to cause much confusion and Be- man oe pee Sem, Fan Mills, Grain Mills, Hay Cutters. dividualsitisfally provedthatitcannotinjure ap19-istf 1. ery 
|rious inconvenience. In Missouri a | Sheep, thereJs noarticle of feed known that produces | wing ana Cider Presses, Churns. thin nde Tab 
be rejected by the raiser at digging time; ; such fine mutton, or so promotes the growth of wool eur allt 
bakes their te & chnene of aitein bushel of oats, as fixed by law, is 35 | ,,, Lest " Broadcast Seed Sowers and Drills. ing can be done in less than one-half UNIO 
obtaining a a ro yf . t is particularly valuable for Cows at the time and after | Ox Yokes, Road Scrapers, etc, N IRON WORKS 
better variety than was ever before grown — Wi Lowa it is 1 Tema rg calving. A suitable quantity for Mileh Cows, at the com- | Hill's Broadcast Seed Sowers. -aheeiiaaaeaiiae 
, : o1s, Wisconsin, an ichigan 16 18 | mencement, is one quart (or less) tn the morning and sam | | : . 
= 32 pounds, as fixed by the laws of each | at night, etther alone or mixed with any other food, gen-|  SUrsa’s Sweepstake Gang Plow, | 
fer a more COMPLETE it would seem that there wae of the states. For barley, the legal re First and Mission Streets, 
inducement for every farmer to try his bushel, as fixed differently by different | ¢, 11. emect produced—ordinarily not exceeding three or | Repairing Machinery. culty hereto- S4N FRANCISCO 
URNITURE hendl in | states, is in some 46 pounds and in others | four quarts per day. fore 
onfidently say it surpasees ang com 48. A bushel of wheat in Missouri is | No description of feed so greatly promotes the health of | | welt Re tn 
re exhibited on this coast, td } 66 pounds, while in all other Western | animals as Oil Cake Meal, and we urgently request all en- BAKER & HAMILTON, | 26 teclothes without ae he mao Afters | Founded in 1849. 
S din Connectj- | in the dairy business, raising and fattening stock, trial of many months these two objects have been 
AN ANY MOUSE Raising Buckwheat. de combines attained, and therefore a great household 
cu pounds, orn 18 8. 1n nearly . 2 | = &£ew wo blessing secured. It makes hard water | These Works embrace IRON and BRASS FOUNDRY 
all the states, but is 58 in New York. wa as soft as rain water, and is there- MACHINE SHOP, BOILER SHOP, BLACKSMITH 
EL. This crop is regarded by many as a| Clover seed is mostly 60, but 64in Ohio | England alone consumes annually three hundred and a i ae Oe ae adic i SHOP, PATTERN SHOP, PATTERN ROOM, DRAWING 
Al HOT ons ed for and New J are generally. ninety millions pounds of this meal. At present price it ney ROOM, MINERAL CABINET, and REDUOTt ON and 
: ler wheat, in a two-fold way—as a fertil-| 60, but are 62 in New York and 56 in | 's thecheapest feed in market, If there is @ Florence Sewing Machine . . 
VYGANT izer in retaining in attracting | Ohio. | TheMeal can be bad of HAY AND GBAIN DEALERS | one thousand miles of San Fran- 
and conveying to the soil the manurial| The United States have adopted a that ts mol giving entire satisfaction, | harder. | Owing to their superior facilities, these Works are ena- 
Letreet, is now prepared to agencies floating in the atmosphere, and | standard bushel and gallon. Either let | stanty on band; also, s very superior arficle of Metallic | 47 ¥ ame issformed of it, it will be attended) 4. experiment was tried with SEA WATER with bled to. furnish, at short notice, all kinds of Machinery, 
6 putrons at the well kno at the same time, furnishing, as a result, |us measure according to this, without | Paint—the best and cheapest in market. Addrese, to without Ezyress charge or expense of | fect success, and it is therefore desirable for use at sea. Heavy Forgings, Boilers, Marine Work, Stationary Work, 
TIONAL.” a welcome portion of the bread material | reference to weight, or else let us sell | ey PET ST | cleansing : . LOCOMOTIVES, (made a specialty) and all kinds of Rail 
consumption without detri-| by the 100 pounds. But-weare most | PACIFIC LINSEED OIL | CROCKERY, GLASS, SILVER, TIN AND ZINC | road Fittings; Quartz Quartz Machinery of best 
ove Montgomery, the to | | woRKa SAMUEL HILL, Agent, bs the peli, unsurpassed. Try it,and | and latest improved patterns; Hoisting and Pumping Ma- 
- Anstead of weig r el or LEAD. Montgomery Street, San Francisco. Booth’ | 
extensive additions, and , itis made furnish an ex KING STREET, SEAR THIRD, AL spectable es verify ve statements: 
feeds, which crop counted a8's0 much cleargain. It} , dis G. & Co.—Gentlemen—We have | Pans, Wheeler's (fist bottom) Pana, Belding's 
inted Hotel on would be absurd to ass that Hcenrer’s New | | used your celebrated American Washing Fluid in my fam- | Pans, Wheeler & Randall's Settlers, Belding’s Settlers 
pa best appe ume that @ crop . vk ily, and find it a very great help, and prefer it to any wash- 
4 of anything, drawing nourishment from called to see it the con- Let T E RS cL A M we have ever used. | Fountain Settlers, Standard Settlers, Hendy’s Concentr. 
BATH HOUSE AT- soil, does not weaken, at all, its pro- and All Kinds of Shell Fist Francleco, June 16,1868. BENCHLEY. torg, and Wheeler & Randall's Concentrat 
HE uctive force, unless i ASSISTANT 
vith the aft [Sided advantage over others in use. ASTIO SPONGE, | svauce mee: co, ane | ORES WORKED TREE OF ciancr 
in readiness to convey them & compensating power which serves to The motion or vibration is vertical, it is . CALIFORNI A MARK ET Soth Ume and money, MBeapecthully yours seve | Plans of Machinery furnished and advice given in Civ 
od ‘the restoring’ given by the use of cam wheels, the up- A SUBSTITUTE FOR. MOORE, 
JENNINGS ¢ force is ascribed to buckwheat by many | P& ©” of the chutes rests on cross CURLED HAIR Country Orders solicited and promptly attended 19 | | Sati Francisco, June 24, 1 | oN - ex ee 
who have grown the article and watched | adjustible by set screws, Each ALL oan | ar 
a Retail the effect of the subse uent crop. On con he PHO LSTERY PURPOSES M, REWHALL, 4. O.BLDRIDGR.. PALAGUE. | Manufactured on Sold by | 
| & certain occasi acres— either su va ech Gio. W. | | 
E R an old the separation of the different kinds of | Mi. NEWHA LL | KEL [Inve M. Score} febtd 
quite early. It was a heavy clay soil, | the vibration. used for the separ- Auctioneers Commission Merchants, “* LEY CO.,... PACIFIC BARREL AND 
Jackson Streets, and after it hadbeen tuted over a|*tion of barley and oats from wheat is } 
CISCO couple of weeks, two acres of it were |Scarcely perceptible, whilst the vibra- | The Lightest, Sonest, most Elgetic, Durable and  Saleseoom Fireproof Brick Building; |= PACTORY. 
sown to. buckwheat.. It was well har-| for the separation of the chess has | Corner of Sansome and Malleck Streets. | door south of the Shot Tower, HAVING NOW IN OPERATION EXTEN-_ 
rowed, in the direction of the f to have sufficient force to prevent the | Mattresses, Pillows, Cushions, Ete. met ai magts ed 7 pad il 7 sive and improved machinery for the mannfac- 
; urrows, REGULAR Parse | SAN. FRANCISCO. to 
and a very tolerable seed bed secured. | Meshes of the screen from filling with | 1 is entirely indestructible, and tte pusity is slmost tm- | woNDAYS and THURSDAYS, Catalogue Sale of Boots at low rates fur supplies of euch stock as may 
S The result was a. good yield of! buck-| Wheat. The hopper is arranged with | always tree from insect life; ts perfectiy,| Shoes, Clothing, Hardware, Raney Goods, ete, | Also Sold by all Druggists and dealers, 
hips, Wheat, while that of the winter variety feed rollers that regulate the quantity | healthy, and for the sick is unequaled by any bed in the | WEDNESDAYS, Catalogue Sale of Dry Goods, Bilkimy) a kinda, delivered here of at ehigping potte ty the in it 
d Farmers which followed, was one quarter better feed and distribute the grain per-.| Specs given French Goods, ete. baa |. 
on the buckwheat fectly even on the plates.—Cal. Farmer. Furnishing Churches, Halls, Btc. | H. M. NEWHALL & CO. GEO Gomimtnieations te be addressedto. 
uckwheat ground than that on San Francisco, December 12, 1867 RGE F. SILVESTER, 
delivered to all the portion which was allowed to rest | Satisfaction Guaranteed, BO FLINT, PRABODY CO, > 
eCity. = The stolen} A new milk ranch has recently been | PACIFIC ELASTIC SFONGE Co, | BLAKE, ROBBINS & CO., rSHREDSMAN. . California 
RAIL, D. »| who professes to give his patrons pure wing t | Lak Importer and Dealer in 
oca & RAIL, Se failed to impart| milk, and accomplishes what he promis- | | News, Writing and Wrapping | | BAGS AND BAGGING MATERIALS. 
| es. He furnishes the milk in neat and of Vegetable, er, Field Fruit, and 
Jobbers of A California Farm. patronize him-that they LEGS Tree Seeds, Garden Tools, LEWiIS..& NEVILLE, 
following is an extract from. a impurities often found in the milk furn- | 38 & | Wa516Gacramentoand Plants, Trees, 
ARE, Kennedy, of | ished | PHILADELPHIA: Commercial Streets: GRALN: BAGS, 
mmissioner Capron, in| Mr. Davis furnishes his milk in néw; | | 
Implements, “hich the farm of Hon. John Bidwell,| clean cans, morning and | Ete., Ete. TENTS. AWNINGS, CEILINGS, Wagon and 
G TOOLS, hori an on the House Committee on | quart, 2 quarts, or more; as each eusto- | No. 218 Montgomery Street, SAN F RAN OIS COT BURLA PS, HESSIANS, Creatn 
treet, near Market, in the last Congress, is mer desires. LEverycan isleftenclosed | -°- AGENT, SIT STREET, “ia 
ANCISCO. in @neat linen bag, drawn over the top|) par CAE. |’ W. Towne, Now York. Battery Frou, gan SAN FRANCIS. 
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Commercial Intelligence. 


Thus far since harvest the great bulk of our Wheat sup- 
plies has come to hand under contract, having been pur 
chased by agents of exporters in the interior, direct from 
farmers, at full prices; and this peculiarity of the business 
holds good up to date. Itis within bounds to say that 
three-fourths of all the Wheat received in vhis city is sold 

prior to its arrival, and goes directly on board ship. This 
fact will account for the continued light offerings upon 
"Change. Up to this date, our Wheat receipts approximate 
875,000 centals (Flour included), or about 500,000 less than 
for the corresponding period of last year. This is mainly 
to be accounted for by our late harvest—at least four weeks 
behind that of 1867. For the fature this deficiency will be 
less marked, and doubtless soon show an entirely different: 
result. Advices from the interior say that threshing has 
now become very general, and that from this time on our 
receipts will be considerably increased. Thus far but little 
grain has been placed in city warehouses, but goes directly 
on board ships, of which we have now on the berth for Liv- 
erpool fifteen vessels, of the aggregate registered tonnage 
of fourteen thousand seven hundred, and thus far during 
the month have dispatched the Anahuac, Gold Hunter, 
Richard Robinson and Cordillera for Liverpool, with 145,000 
ctls Wheat, and the Argonaute for Cork with 16,300 ctils. 
For New York and Philadelphia there are nine ships on the 
berth; these will carry 15,000 tons of Wheat. Besides these, 
shipments of both Flour and Wheat are now going East via 
Panama. In addition to the foregoing, we bave during the 
season exported liberally of Flour and Wheat to the South 
Pacific, as elsewhere detailed. As regards prices paid for 
Flour and Wheat, they have kept up wonderfully—far be- 
yond the expectations of the trade—and at rates scarcely 
warranted by the latest advices from abroad. The intelli- 
gence from Liverpool at date gives the price of Wheat at 
12s 64 ® ctl; from New York, $2 75@2 9 currency # bush. 
The freight to New York via Cape Horn is $18@20 currency 
® ton of 2,000 hs, and to Liverpool, £3 7s 6d for 2,240 be. It 
is said that the unexecuted orders now in hand are limited 
far below current rates, and although, by reason of light of- 
ferings, there is at the moment considerable competition 
for the few samples on sale, yet where parties have large in- 
voices to sell, purchasers hold off and are not willing buyers 
at the current market rate farther than may be necessary to 
complete present requirements for the dispatch of vessels 
now under heavy demurrage. During the past fortnight 
the Wheat purchases in the interior have been considerabie 
and at very full prices. 

In regard to Barley and Oats, receipts are very meagre, 
the high rates ruling failing to draw out supplies to any 
great extent. Prices, in consequence, have an upward ten- 
dency, under the prevailing impression that the crops are 
much lighter than was generally expected. There is no 
Corn in first hands, and the market for Cornmeal! exhibits 
firmness. Bran is well maintained in value, owing to the 
high price and scarcity of feed grains. Potatoes are plenty 
and of choice quality, commanding remunerative prices. 

Of Wool the spring clip is well nigh exhausted, and we are 
now in recerpt of light supplies of lamb, etc. , from the fall 
clip, the market price of which is yet hardly established. 
Our supply of Hides is inadequate to the demand, by reason 
of lessened receipts from Mexico, occasioned by high rates 
of freight demanded by steamers. Tallow is in moderate 
supply. Leather is plenty and cheap, with considerable 
shipments East by steamer, the supply being far beyond the 
manufacturing capacity of this coast to consume, 

The exports for the past eight days have been as follows: 
The Montana, for New York via Panama, carried 500 bbis 
Hams, 112 rolls Leather, 122,000 hs Wool, 480 bales Furs and 
Skins, etc., valued at $224,500. The Oregonian, for same, 
had 2,802 qr sks Flour, 6,000 ctls Wheat, 10,969 ha Wool, 223 
pkgs Leather, etc., valued at $56,119. The Valparaiso, for 
New York, carried 27,540 ctls Wheat, 10 bbls Flour, 26 bbis 
Salmon, 11,885 galls and 585 cs Cal. Wive, 2,971 Ibs Wool, 220 
tons Copper Ore, 568 Hides, etc., valued at $82,275. The Da- 
vid Crockett, for same, had 38,014 ctls Wheat, 531 qr sks 
Flour, 8,617 bs Wool, 124sks Mustard Seed, 6,600 galls Oil, 
300 cs and 11 hf bbls Salmon, 550 cs and 6 hf bbis Fruits, etc.., 
553 galls Cal. Wiue, etc., valued at $91,575. The Gold Hunt- 
er, for Liverpool, carried 40,576 ctls Wheat, valued at $73,036. 
The Cordillera, for same, had 132 tons Copper Ore, and 24,- 
605 ctls Wheat, valued at $52,180. The R. Robinson, for 
same, carried 41,901 ctls Wheat, valued at $77,940. The Ar- 
gonaute,for Cork, had 3,000 ft Lumber and 16,301 ctls Wheat, 
valued at $30,158. The Olivier Madeleine, for Cape Town, 
carried 13,600 hf sks Flour, valued at $37,400. The R. T. 
Turnbull, for same, had 11,312 hf sks Flour, valued at $31,- 
108. The Sierra Nevada, for Mexican ports, carried an as- 
sorted cargo, valued at $20,732. The Oregonian, for Manza- 
nillo, had Merchandise valued at $1,189. The Montana, for 
Acapulco, earried 1,120 qr sks Flour, &c., valued at $8,261, 
The same. for Panama, 130 bbls Flour, &c., valued at $5,951. 
The same for San Jose de Guatamala, carried 1,000 qr sks 
Flour, valued at $1,394. The D.C. Murray, for Honolulu, 
carried an assortment of Groceries, Provisions, &c., valued 
at $1),681. 

Receipts of Oregon produce from January 1, 1863, to date 
have been as follows: 400,037 qr sks Flour, 86,948 ctls Wheat, 
18,349 sks Oats, 36,370 bxs Apples, 179 bbls 4,678 hf bbls Dried 
Apples. 2,819 pkgs Bacon and Hams, 778 kegs Lard, 2,374 bbis 
Beef and Pork, 1,334 bbls 2,531 hf bbis 2,814 cs, 687 pkgs Sal- 
mon. 


The following is a statement of the Receipts of Domestic 
Produce in this market for the eight days ending August 
2th, and the total for the past three years, from July lst 
to the corresponding date each year. 


ARTICLES | & & & 

116,697 123,100 70,649 
242,898 38.849 | 1,215; 520,186 
Barley, sks........... 20.027 90 R34 142,910 60,195 
sks. . pete 21,986 
Potatoes, sks........ 12,364 927 67,953 
rn, <s 98 3,309 1,406 1,814 
Rye, sks ..........+.- 218 702 180 375 
90 718 2.485 1,295 
Bran, sks............ 2,933 13,629 10,926 3,398 
y, bales........... 8,736 | 54,5900 | 35,200 | 33.268 


Flour. W heat. 

bbls. 100-1 ska. 

New York ..........++ 2314 
Colum bia 155 
17, 122,339 
Other countries... 25,405 9,565 
Totals ........ 53,241 404,227 


The following table embraces all the vessels that have de- 
parted for the South Pacific with Breadstuff since January 


lst, 1868: 
TO AUSTRALIA. 

Cleared. Name of Vessel. Flour, W heat, 
March 14... Kate 5865 
April 30..... Emma Maria............ ..... 4,096 
May 16...... 5.295 6,110 
May 30...... 2.068 7,536 
June 6...... 3,077 

alamander................... 2,300 5,559 

July Rose of Australia............ 3,075 2295 

Jals { modore........ wee 6,720 

WEW ZEALAND. 

June 5...... Alice Cameron ............... 2,553 2,901 

July 2..... co On ee 14,203 

TO CAPE TOWN. 

TO MAURITIUS. 
FLOUR—There continues to be a fair shipping demand, 


giving employment to all the local mills. Sales of Super- 
fine may be noted in lots to the extent of 5,000 bbis, all in 
hf and qr sks, at $5@5 50, according to brand and quality; 
of Extra, 10,000 bbls have been placed chiefly at 7K@6: 
Extra Fancy commands 96@6 0 the latter in jobbing 
lots. The market is bare of Oregon. 


WHEAT—The market is very mixed and exact quotations 
difficult to give for the elsewhere stated. Advices 
from the United Kingdom do not agree or in any way con- 
form to each other. Limits for purchase are widely at va- 
riance, some parties, heretofore large buyers, being ruled 
out of the market at 43@45e—others again, having authori- 
ty to pay higher rates for single cargoes This, coupled witb | 
Eastern orders—all of which we believe are now executed— 
have distracted the trade, leaving commission dealers and 
others quite at a loss to know what to do or how to operate 
There is no apparent disposition manifested to speculate in 
Breadstuffs, unless the continued holding of large growers 
may be so considered. The success which attended the 
early purchasers of wheat last year, encourages them to 
hold now, 1n the hope 6f a similar upward turn later in the 
season. They are, however, too prone to forget that oyr 
crop is vastly greater than ever before. Oregon also prom- 
ises a like abundant yield and large surplus, all of which re- 


quires time and 8 vast amount of tonnage to move, more, | 


we fear, than will at all times be available to suit the re- 
agirements of trade, Transactions here and in the inte 


within the range of $1 652 9$as extremes, city purchases 
having been mainly at $1 75@1 85; while at times, country 
buyers, in their anxiety to fill orders, have paid city quota- 
tions, to which freight, ete.s t be added; hence our high 
figures, which exporters have, in certain Been 

liged to father. The dales. Yar 
extra choice, at @1 95; 12,500 sks prime, $1 90@192'<¢; 15,000 © 
sks choice, $1 81)¢; 26,000’ sks prime shipping, $1 85; 25,000 
sks good do, $1 80@1 ; 12,500 sks fair do, @1 7754; 10.000sks 
milling, $1 75; 5,000 do, $1 70; 14,000 sks ordinary do, 
$1 65@1 6755; 1,000 sks old Oregon, $185. At the close we 


buyers. 

BARLEY—The mew crop arrives very The 
sales for a week past, in lots, are 3,000 sks at $242 05; also, 
3,500 do Chevalier, at $2 10; 2,500 sks feed $2 0%; 2.500 do 
$2 0: 1,500 do G2 1254@2 15; 2,000 do choice $2 2. 
Seles are also reported of old Brewing at $2 75, now held at 
$3 cental. 

OATS—The receipts are very meagre, and owing to scar- 
city prices rule high, with sales of 2,500 sks new in lots. at 
$2 35@2 50 cental. 

CORN—The market is poorly supplied; we quote White 
and Yellow at 234@2c 

MUSTARD SEED—The present supply is meagre. ba 
quote White (English seed) at 450; Red, 24@8e H B. 
ceipts thus far very light. 

HAY -Supplies are liberal, with sales to some extent of 
divers small cargo parcels within the range of $10@15 P ton. 

POTATOES—The Mission supplies are free and prices are 
not sustained. We quote sales of new at 9W@i5c PF 100 ba. 
Extra choice jobbing at 1 

ONILONS—The demand is fully equal to the supply, and 
prices are lower. Silver skin selling at 1%c; Red, Lge B. 

BEANS—The stock is well nigh exhausted, and the few 
remaining are jobbing at extreme prices. Wequote White, 
8@10c: Bayos and Pink, 5@5}¢c; Red, 24@3c b. 

OIL MEAL—The price of this valuable teed is still main- 
tained at the mill, to the trade at $30 ® ton. 

CORN MEAL—Ualifornia, fresh ground, is salable in lots 
to dealers at 344<@3%c for hf and qr ska. 

GROUND BARLEY—Jobbing sales at $45@50 ® ton. 

OAT MEAL—There is a fair demand for this article at 
Tc b. 

HOMINY—The mill price to the trade is 6@6'gc P D. . 

CRACKED WHEAT-—There’ is a good demand for this 
article, with sales to jobbers at 344@3%c ® D. 

RYE FLOUR—California fresh ground sells at $7 30@8 
bbl. 

RYE—The last sale was at 2c B D for milling. 

BRAN —There is a good demand, with sales to some ex- 
tent at 319620 ton. 

MIDDLINGS—We note sales of Fine for bakers’ use at 
$35@37; Feed, $30@32 ton. 

WOOL—The Spring Clip is now about exhausted and the 
appearance of the Fall Clip with small invoices of Lambs 
gives promise of new life to the market ere long. We quote 
the nominal price of Fall, average grades, at 13@14c; 50,000 
tbs Spri=g Clip, from the lower coast, sold private. 

HIDES—The eupply is very meagre. We quote Dry at 
16@16}<c, with sales of 1,000 California, 500 inferior, 14@15c; 
Wet Salted, 74@8c 

TALLOW—The market is well supplied, with sales ac- 
cording to quality at 7@7}4e; extra choice Mutton, 7c ® b. 

POULTRY—Of all kinds is plenty. We quote Spring 
Chickens, $5@6 50; Hens and Roosters, $7 50@8; Ducks, 
tame, $4 50@5 @ doz: Geese, tame, $2@2 25 P pair; Tur- 
keys, 1 "7 BP b. The game season commences middle of 
Septem 

FRESH "MEATS—The market is well supplied with all 
sorts, and in fine condition. Wholesale prices per quarter: 
Beef, first quality, 1@8c: second do, 6@ic; Mutton, 6@6}sc; 
Veal, 8@We;Lamb, 7@8c: Pork, dressed, 6@8c; 
foot, dairy fed, 5@5}¢c; grass fed, 4@4'¢o. 

DAIRY PRODUCTS—We quote California Butter, fresh 
in rolls, @@47<c; fair do, 35@37'¢c; choice in kegs, 32'¢@ 
35c Cheese, California choice, 15@18c; fair, lac D. 
Eggs, fresh ranch, 45@50c; Oregon, 30@32);c doz. Cali- 
fornia Lard, 5 and 10- tins, 183@l4c; 2)¢- tins, Ore- 
gon, 11}éc, in wood; 12}¢c in tin. 

CATTLE MARKET—We note sales of 3,000 two-year old 
Wethers, at $3 25 selected. Hogs on foot vary widely in 
quality, good to choice selling at 5'¢@5%c; common, 4@4’¢c. 

FRUIT—Supplies continue very abundant, and were it 
not for the large quantities of Plums, Peaches, etc.,taken by 
wholesale packers of Canned Goods, prices would rule very 
low. The following wholesale prices are furnished by J. W. 
Gale & Co.: Apples. choice $1 50% box; common $1@1 25 
do. Pears, Easter Beu re $1 50 do; Bartlett $1 3@2 do; 
cooking $1 do. Peaches $1@1 253% bskt. German Prunes 
8° Plums, Bradshaw 4c Bb; Green Gages 2@3c do. 
Grapes, Sweetwater 4@5c do; common Black 7@8c do; Rose 
de Peru 15e do; Muscat of Alexander 15@%c. Watermelons 
$10@15 100; Cantelopes $2 doz. Apricots 7@8c P PD. 
Nectarines 3@60 de. Oranges $4 100, Limes $20 1,000. 
Figs 124@l5e Sweet Potatoes do. 


From the Commercial Herald and Market Review. 
MECHANICS’ INSTITUTE FAIR. 


We have some things to say in regard to this 
Exposition which may not be in the usual vein, 
but will nevertheless give our impressions. 
The Institute has just erected one of the finest 
and most costly buildings in the city, improv- 
ing the value of surrounding property, and per- 
petuating an institution which dispenses bene- 
ficial influences in all directions. The cost of 
erecting this structure involved the Institute to 
the amount of nearly $50,000, which was pro- 
tected by mortgage. To wipe out this indebted- 
ness, it was determined, after vigorous opposi- 
tion, to hold agrand exposition, which should 
demonstrate the progress of our State in arts 
and manufactures. But todo this money was 
required. The case was simply stated to our 
merchants, bankers, and moneyed corporations, 
and with one accord they liberally contributed 
in sums ranging from one hundred to five hun- 
dred dollars. No security was asked and none 
offered. Should the affair prove successful, 
each one would receive his money again with 
the regular percentage added; if not, each was 
willing to take his pro rata of what could be 
realized for the building and from the receipts, 
after paying all other demands. In this man- 
ner twenty thousand dollars were obtained in a 
very few days. It is doubtful whether a like 
object could have been accomplished by like 
means in any other city in the world. The 
Fair opened on the 8th of August and has been 
steadily increasing in interest and value. 
the evening of the 15th of August, one week 
from the commencement, the receipts amounted 
to nearly thirty thousand dollars, which is esti- 
mated as being sufficient to cover all the ex- 
penses incurred, except those of water, gas, 
music and assistants. Further, there is every 
reason to believe that the Institute will realize 
clear profit by this enterprise, enough to ab- 
solve it from all debts, and leave a large cash 
balance in ite treasury. ‘These facts prove that 
Californians have lost none of that liberali 
which was so prominently demonstrated by the 
contributions to the Sanitary Commission dur- 
ing our laté-rebellion. | 

The first.thing which suggests itself to the 
mind of the visitor isthe “still ‘small voice’ 
which speaks of man’s immortality, and the 
power with which he has been endowed as lord 
of the creation. The evidences.of that solemn 
trust of which he has been made the chosen 
receptacle admonish him on all sidés. From 
the almost invisible fibre of the silk-worm, to 
the majestic movements of ponderous machin- 
ery, controlled and governed with the still 
greater power of the human intellect, we learn 
that nothing on earth is too diminutive to be 
reached and utilized by his comprehension, or 
too vast for his dominion. The monstrous iron 
wheels, with their massive arms moving with 
terrific speed, and yet under the most perfect 
control, convey lessons of the greatest solemnity 
and import. When we reflect 
and durable bands which keep in operation a 
long line of shafting,’ and create the busy hum 
of many industries, are made from the gum of 
a tree, and that all thé wonderfal fabrics within 
the range of vision are the results of this rea- 


soning power bestowed upon the frail mortal 


called man, the spectator receives one of the 
most wholesome teachings it is possible to 
ponceive. 


: syrups and sacchic liquors in all stages of man- 


"Bab fo dessend more material considers- 
tion of _stibject, of Gur pros. 
perity and progress are so numerous, so great, 
and so tangible, ‘that they imbte thé mind with 
a sense of eapabilities and the in- 

few “years! wrested the 
of axceljence, from all 
the world. Where else can be seen such splen- 
did specimens of woolen fabrics, combining du- 


rability "with “the most delicate and finished | 4 


texture. The products of the Pioneer, the Mis- 
sion, the Pacific and the Marysville Mills are 
each admirable in their respective departments. 
Shawis and woolen dresses which rival in soft- 
ness and brilliancy the finest eider-down, and 
yet reveal to the touch the admirable qualities 
of firmness and solidity. Colors blended with 
taste and perfect harmony rerder these fabrics 
He-/ still more attractive. Yonder is the glittering 


'| product of our glass factory, molded and cut ! 


in every conceivable form and design, throw- 
ing out the most brilliant prismatic hues to 


the delighted spectator and eminently inspir- i 
ing him’ with a sense of thé ufile dulci. Here | ¥ 


we behold the finished and elegant workman- 
ship of our various boot and shoe factories and 
our tanning companies, fully equal to the best 
imported, and fast acquiring superiority. Close 


the most useful industries of the State, and full 
of promise and vigorous life. What is exhib- 
ited is of the best quality. Justin the neigh- 
borhood are deadly, close, black and glittering 
grains with which men destroy each other in 
war, but which in time of peace. become the 
most powerful and valuable agents of progress; 

it is the product of the California Powder Works, 

and equal to any made at the East. Nearly op- 


posite we are pleased with the beautiful speci- . 


mens of the California Shot and Lead. Pipe 
Factory. Nothing can be more perfect, and the 
samples of lead pipe are altogether unequaled 


in any other portion of the world. In another god 


department we are shown specimens of the iron 
turned out by our San Francisco Rolling Mills. 
The samples exhibited are made from California 
scrap iron, and are twisted, while cold, into all 
sorts of knots without evincing the slightest 
break. The tough, heavy metal is plied with 
quite as much facility as rope. Turning from 


these suggestive objects we are greeted with the | D*™s, 


glittering and snowy products of our sugar re- 
fineries. Pyramids of intensely white and 
brilliant loaves, trays of finély pulverized sugar, 


ufacture attract attention, and proclaim another 
progressive stride. Now the silence is broken 
by a subdued roaring. The great giants of pro- 
gress have awakened from theirslumber. Their 
scientific and bronzed nurses, California me- 

chanics, are commencing to nourish them into 
active life with fire and water. Presently their 
huge arms revolve, and dart forward and back- 

ward with amazing velocity and incredible power. 

The machinery is in motion and man’s mental 
might is demonstrated. Here is unfolded the 
Master’s secret of how all the beautiful, rare 
and indispensable products around us have been 
created. Hete is the lesson of power, the first 
and greatest attribute of the Eternal. Near at 
hand is one of the other extreme, but equally 
denoting power and omniscience. 
wonderful moral taught by the silk-worm. Of 
course, it is impossible, in a journal like the 


tion of the very many industries brought to- 
gether in this grand exposition, nor is it ex- 
pected. Apart from the mechanical aud indus- 


trial value of the exhibition, it affords the most | 


favorable opportunity for the restoration of 
old friendships and kindly associations which 
through time, absence or press of business have 
been suffered to fade out and almost disappear 
from memory. Again, it sets in circulation a 
large amount of money; brings many thousands 
of people from the country, and from other 


dence in our pe ence , prosperity and varied 
chpaDilities; and {th Ht: to others a more com- 
plete sense of our progress. ath 


From the Commercial Herald and Market Review. 
THE CATTLE PLAGUE. 

Rispatches indicate the spread of the 
cattle plague. This is a very serious fact, and 
should thé disease become prevalent throughont 
the Atlantic States it will ¢ause a terrible amount 
of suffering and destitution. _We learn, that so 
far, no remedy or preventive -whateyer has yet 
been, discoyered, the animals, attacked die. 
It has been. siggested that the blague is proba- 
bly a phage of pleura: but with this. 


we cannot coincide, pleura-pneymonia is 
neither infectious ‘a contagious, and most 
generally obtains whete there is an excess of 
moisture. hig hit been/the case in the 


the Pacific States, and the time required’to make 
‘the transit, must necessarily prqve very effec- 
taal barriers the Raroheetion of the | 
plague. Diseased cattle soon die, and all which 
should reach the country alive may be regarded 
as wholly free from éontagion.:' Our climate is 


considered, mow, who have given the matter 
most attention, unfavorable to the ex- 


istence Of animal showing the 
plom of attack should be immediately 
ent Se 


by are the samples from our paper mills, one of } Fi 


It, is pn 


CommerctaL HERALD, to make particular men- | ' 


States and Territories; gives us renewed confi- Hi 
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| INSURANCE GoMPANY, 


‘oF SAN FRANCISCO, CAL. 
OrricE : J¥e, 483 California Street, 
Cash Assets, July 1, 1867... 1,238,064 91 
OCEAN, 
INLAND 
INSURANCE. 
| DIRECTORS: 
San Francisco: Eldridge, 
W. C. Ralston, J. B, Roberts, 
A. L. Steinhart, 
Wm, Alvord, P. L. Weaver, 
Jonathan Hunt, Wm. Hooper, 
A. B. Forbes, | J. W. Clark 
A. G. BStiles, A. Ha 
A. Seligman TL chen 
L. B. Benchiey, . Alex. Weill, 
Wm. Sherman, Chas. Meyer, 
L. Sacha, Chas. E. McLane, 
DeFremery, M. Rosenbaum, 
J. @. per Jr., 
David A. J, Rals 
D. O. Mills, T. Lemmen Meyer. 
I. Friedlander New Yor«: 
oses Heller, Louis McLane, — 
. M. New Frec’k Billings, | 
ward Martin, 
Chas. Mayne, Wm. T. Colea 
E. L. Goldstein, Moses Ellis, 
yd Te 
Thos. H. Selby, G. W. Mowe, 
Adam Grant C. T. Wheeler, 
Alpheus Bull, MARYSVILLE: 
8. M. Wilson, J. H. Jewett. ' 
D. J. Oliver, PorTLanD, Oregon: 
W. Scholle, Ww. 8. d, 
Morton Cheesman, ) Jacob Kamm. 
A. Hansmann, Virernta, Nevada: 
D. W. C, Rice, _ Wm, Sharon. 
OFFICERS 


JONA. HUNT, President. ~ 
A. G. STILES, Vice President, 
A. J. RALSTON, Secretary. 
C. A. LATON, Marine Secretary. 
sep19-tf H. H, BIGELOW, Gen’! Agent. 


FIREMAN’S FUND 
INSURANCE COMPANY, 


OFFICE: 
8. W. Cor. California fand Sansome Sts., | 
| SAN FRANCISCO. 
Capital and Surplas, January 1, 1867, 
gse8o0,000! 


DIRECTORS: 
D. J. Staple John O. Earl, 
W. M. Hixon, . Forest, 
John Barton, W. B. Bourn, 
Chas. Brooks, 
cott A. 
L. B. Purdy, Davia Dick’ 
A. Himmelmann, William 
W. ©. Ralston, F. P. McMahon, 
Lewis 
P. Sather, 
James Dows, W. Hane 
J. H. Gardiner, John N, R 
Lewis Soher, R. J. Tobin, 
Jerome Lincoln, M. Lyne 
Irving H. Koowles, V. Hat 
C. Athearn, Reddington, 
C. L. Taylor, J. W. Brittan, 
A. Bi Phillips, 
A. L. Tu C. Spreckles, 
W. T. O'Brien, J. B. Stetson, 
J. B. Dela M H. L. Lewis, 
W. H. Patterson, John Morton, 
T. L. Barker, Henry Dutton, 
Alex. Weil, 
Asa Harker, Portland, Oregon. 
DESIRABLE RISKS TAKEN at 
LOW RATES. 


The greatest emqunt taken’ on any one risk is $50,000. 
When the risks are considered too large, a portion, will be 
resinsured in responsible Companies. 


LOSSES PAID IN U. S, GOLD COLN. 


D. J. STAPLBB.... President. 
HENEY DUTTON.......... .. Vice President. 
je20 CHAS. B. BOND, Secretary 


FIRE AND MARINE INSURANCE. 
| 
UNION. 


INSURANCE COMPANY 
-Or— 
SAN FPRANCICCO, CALIFORNIA, 


Nos . 416 and 418 California Street. 
INDIVIDUAL LIABILITY. 
Cash Capital, $750,000. 


This Company insure against Loas or Damage by FIRE, 
and also against MARINE and MAYIGATION 
RISKS, on liberal terms 


Losses Promptly and Equitably Ate 


justed, and Paid in Gold Coin. 
TOU Presid 


puTTON & McEWEN, 
DEALERS IX 
SUMBER SEVEN 
San Francisco, Cal: 


D. HEWES, 
RAITLEROAD, 


CONTRACTOR. | 


‘NATHANIEL GRAY, M. GRAY. 


GRAwW Co., . 
UNDERTAKERS, 
641 Sacramento Street, corner of Webb, 


(Between Kearny and Montgomery.) 


EVERY VARIETY OF FUNERAL 
equip hand, and furnished 
Sole Agent for Aneel PATENT METALLIC 
BURIAL CASKETS. 
procured in Lone Mountain and other Ceme 
teries. 


} 2. If subseribers order the discontinuance of their 


Departure of 14th is expected to connect wi 
steamer Throu 
be obtained. Gh tickets can 
- The following steamships will be dispatched on dates 
ugust 830—COLOR ADO, m. F, 
with ARIZONA, C Cine 
Passengers berthed checked throug 
n experien urgeon a board. Medicine 
‘| tendance free. 
These Steamers will positive 


Bates of Advertising. 


1 Month. 2 Monthe. 3 Months, ¢ 


1 Square...... 96.00... ++ $10 
6@..... %9..... 10 00..... 18 
4 cose. 10 00..... 15 00..... 24 09 
BOL... 19:0 DOO... 30 09 
eoluma... 10 00..... 16 00..... 40 09 
15 00..... 95 .00..... 85 00..... 60 09 
1 40 00..... 60 00..... 100 0 
Type used—Nonpereil. Number of lines in  squary 
(solid)—T welve. 

Tas Law or Newsrarses.—i. Sabserfbers who do no 
give express notice to the contrary, are considered 4, 


wisbing to continue their subset iptions, 

the publishers 
pu may continue te send them until all arreg, 
ages are paid. 

8. Ifsubseribers refuse or neglect to take their 


from the office to which they are directed, they are hai 
paper discontinued. 


PACIFIC MAIL 
STEAMSHIPS FOR 


New York, Japan and China, 


WILL BE DISPATCHED AS FOLLOWs. 


- Leave Wharf, corner of First and Brannay 
streets, at TT o'clock, a. of the following 

Railroad, with one o Co 
did steamers from ASPLN WALL, for NEW 
On the 6th, 14th, 2994 and 30th of eaca month, 
Steamer leaving San Francisco on the 14th touch 
at Manzanillo. Allon touch at Acapalco. — 
Departare of 6th connects with English 
parture e to connect 
French Trans-Atlantic Co.'s steamer for St. 
English steamers for South America. tickets can 
be obtained. 


sengers are requested to have 
fore 10 a: M. 
Through tickets for Li 


board be- 


the Cun 

National Steamshi can, Ounard, Inman 
Co.'s office m San —— where may also be obtained 
orders for passage from Live or Southampton to San 
Francisco, either via New York or St. Thomae. If desired 
be advanced with the above 
orders. olders ers will be uired 

or Mere se ight, for New 

este apply to Messrs, Wells. Fargo & Co. seine Safa 
be No Freight will be received on — after 2 P. M. of the 


steamer A, Capt. Ww. Smith, will 
spatched on Tuesday, September Ist, at Tee Suck, tos 
from Wharf corner of First and Brannan streets, for Y 
KOHAMA and HONGKONG, connectin 


at Y 
with the steamer COSTA RICA, for SHANGHAT 


For passage, and all other information, a at 
| cific Mail Steamship Co.'s office, comer of 
Leidesdorff streets. 


OLIVER ELDRIDGE, Agent, 


NORTH AMERICAN STEAMSHIP 
‘COMPANY, 


OPPOSITION TO NEW YORK VIA PANAMA 
Regular Sailing Days, 


Sth and 2Oth orf 
EVERY MONTH. 


at 11 o'clock. Pas. 
ir baggage on 


Steamship Nebraska sails September 5th. 
Steamship Nevada sails September 19th, 


I. W. RAYMOND, Agent, 
Northwest corner Pine and Battery Sts., up stairs, 
SAN FRANCISCO. 


CALIFORNIA STEAM NAVIGATION 


COMPANY. 


Steamer Capt. B. A. POOLB 
“  CHRYSOPOLIS........... Capt, A. FOSTER 
“ OORNELIA............... Capt. W. BROMLEY 


One of the above Steamers leaves BROADWAY WHARF 
at 4o’clock p.m, EVERY DAY, (Sundays excepted) for 
Sacramento and one for Stockton; the Sacramente steam- 
ers connecting with light-draft steamers for Marysville, 
Colusa, Chieo, and Red Bluff. 


Office of the Company, northeast corner of Front and 


Jackson Streets. 
B. M. HARTSHORNE, 
ap5-istf PRESIDENT. 


WM. M. RIDER & 
( Suceessors to Chas. 8. Eaton.) 
EMPLOYMENT 
GENERAL AGENCY OFFICE, 


708 Kearny Street, opposite Plaza, 
SAN FRANCISCO. 
DopGE Bros. .& Co. 
VO, 406 FRONT STREET, 
SAN FRANCISCO, 
Wholesale Dealers in all kinds of 
CALIFORNIA 
EASTERN PROVISIONS. 
Recetve Consignments of 
_ From all parts of the State, 
And keep Constantly on Hand 
Eastern Bacon, Lard, Butter 
AND 
Oranberries. 
sale In quantities to suit. 
CALIFORNIA TRUST COMPANY, 
OF SAN FRANCISCO. 


- 


Hay ward's Building, next to Merchant's Exehans¢. 
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